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DotKuled Budget Estimate of Exiiendituio on TrHgaiion works chargeable to 
Gajutal ... ••• ••• ••• 




REVENUE. 


Major Head XXXII — Irrigation, 


Abstract of Budget Estimate of Beventtefrom Irrigation works 

for the year 1382 F, 


Partionlars 


(a) Interest on original works chargeable to 
Bevenne 


(5) Bevonuc realized from Irrigation works 
obargeablo to capital 


(e) Misoellanoous 


1. Beni oi bnildings 


2. Sale of buildings 


8. Do tools and plant 


1. Do tender forms 


6. Do produce ... 

6. Do old mateiials 

7. Value ot mateiials received from old 

buildings. 

8. Ferry receipts 

9. Fines and miscellaneous ... 


Actuals for 
1830 F. 


Budget 
estimate 
for 1881 F. 


i Budget 
estimate 
I for 1882 F. 



Total ... 


6,641 


10,000 
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EXPENDITURE. Major Head G 32— Irrigation (Revenue 

Abah'act of Hiidffet Estwioie of Expenditure for the year 1382 F. 


— — — — 



BUDGET Estimate fob 1882 P 

Particulars 

Actuals 
for 1880 P. 

Budget 
Estimate 
tor 1881 P. 

Allotment 
for 1882 P. 

Deduct 
amount 
transferred 
to Develop- 
ment 
Depart- 
ment 

Balance o; 
allotment 
for 1882 P 

ESTABLISHMENT. 

Bs. 

Rs. 

Bs. 

Rb. 

Bs. 

1. Sal.ii'ie' 3 , allowances and contingencies. 

(A) Chief Engineer and Secretary to Go^t. ... 

86,868 

80,038 

1,24,820 

... 

1,24,820 

(B) Snpedntcnding Engineer 

i 1,27,928 

1,84,298 

1,67,740 


1,67,740 

(C) Exeentive Engineers and Staff 






(a) Permanent. 






(i) Oon'^ti'uction 

(ii) Tank Ro«%toration Solieme 

6,88,499 

7,17,686 

• •• 

8,80,697 

1,10,918 

88,249 

9,884 

7,92,448 

1,01,079 

(//) Tempmanj ... 

1,06,721 

70,241 

66,000 


65,000 

Total (0). Executive Engineers and Staff ... 

7,96,220 

7,87,827 

10,66,610 

98,088 

9,68,627 

Total 1. Salaries, allo'wancob and contingencies ... 

10,08,611 

10,02,168 

18,89,170 

98,088 

12,41,087 

WORKS. 






1 (o) IBBIGATION DEPAETMBKT BUILDINGS. 






(0 Construction. 






Sanctioned 

Awaiting sanction 

} 48,807 

i 42,624 

1 16,370 

1,00,620 

69,866 

10,000 

1,00,620 

49,866 

(ii) P&'iodicaZ liepairs. 






Sanctioned ... 

Awtiiting sanction 

} 16,685 

f 14,186 
\ 110 

14,063 

2,719 

1,188 
780 i 

12,880 

1,989 

Total 1 (a) Irrigation Department Buildings ... 

64,912 

72,289 

1,77,168 1 

1 11,918 

1 

1,66,266 

1 (6) Coramnnications — Construction 

... 

30,000 

2,60,000 

1 

1 

• • • 

1 

2,60,000 

2. IRRIGATION WORKS CHARGEABLE TO 
REVENUE. 




1 1 


(o) Maintenance and Repaibs. 



1 

i 


(i) Pet iodieal. 






Stwotioned 

Awaiting sanction 

1 1,36,177 

f 2,18,760 

V. • • • 

2,20,546 

8,386 

6,946 

8,126 

2,18,699 
269 , 

(i?) Special. 




! 

i 

i 

! 

Sanctioned ... 

Awaiting sanction 

{Hi) Oeeasional. 

} 2,68,827 

f 1,62,088 

1 74,877 

8,46,802 

26,047 

•^678 

8,46,802 

28,474 

Sanctioned ... 

2,20,187 

2,65,000 

1,66,000 

20,000 

A 1,85,000 

Total (a) Maintenance and Repairs ... 

6,68,641 

7,20,170 

7,66,279 

87,646 

7,18,684 

Dediuet 2 («) Tnuisferred to 1 R — Land Rovenne. 

1 

... 

• •• 




Nora ®0|000 oa aescotnit of Emergent repairs by Eevenne Department. 

Tlua adjustment is snbjeot to deoision between Revenue and Irrigation Departments. 
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Major Head G 32 — (Irrigation Reirenae Aooonnt) 


Ahstn'oct of Budget Estimate of Expenditure for the year 1832 F. 


El 


to details 


Pdrtioalais 


6 

7 


9 

10 


I 

I 

I 

' ActnaH 
for 1880 F. 

1 


Bad^et 
Estimate 
for 1881 F, 


BcDGET ESa?IHAT£ FOB 1882 F. 


j Dedoot 

' amoont 

vn 4 iransfeaedlBalunca of 

t™. p toDorelop-i allolniont 

foi 1J8- F. jjjgg p 

I Depaii- i 
meat 


Beferenoe 
to details 



Rs 

Bs. 1 

Bb. 

Bs. 

Bs ' 

lEEIGATION WOBKS CHARGEABLE TO 


1 

1 

1 



REVENUE — (co}nd,} 



1 

f 

1 



ib) Conatvuetion, 




1 

1 


Preliminary Surveys 

2Sft>2e> 

10,000 ' 

50,290 


B. 60,299 1 

Sanctioned ... ... ... 

1 

lB)06}0oS 

f 8,56,651. 

lio,ii,oioi 

7,72,610 

43,390 ' 

7,20,260 , 

Awaiting sanction 

/ 

1.62,:>41 

97,052 ] 

66,289 I 

Total (b) Construction ... 

11,24,588 

19,87,691 1 

9,85,280 

1,10,142 

8,44,888 


Total 2. Irrigation woi'ks chargable to Rovonue...^ 

20,88,224 

26,57,761 1 

17,tl,,';69 

1,78,087 

15,68, t72 


8. IBBTGATION WOBKS CHARGEABLE TO 1 


1 



i 

CAPITAL 1 


1 




a. Maintenance of Irrigation works chargeable 


1 



1 


to Capital 

• •• 

• •• 

• • • 

• • • 



&. Interest on Capital cost ... ...j 

... 

... 

• •• 

... 

• •ft 

Total 8. Irrigation works olinrgoablc to Capital...' 

... 

1 

• •• 

• •• 

• ft* 

1 

1 

1 

4. Construction of Irrigation works chargeablci 







to Capital ( 


« • • 

16,00,000 

... 

16,00,000 


Dedwt — 4. Traobierred to Capital ontlas 

• •• 

... 

13t00,000 

• ». 

15,00,000 


RESERVE FOR WOBKS. 


1 

j 





Lumpsum for unforeseen works 

• •• 

60,000 

80,000 


80,000 


Do incomplete works 

... 

90,000 1 

2o,u00 


25,000 


Do completion of Famine Belief Workf.' 


1,48,000 1 


... 

• •• 

Do Tank Restoration Works 

««• 

... 

8,00,000 


8,00,000 

Total Reserve for works ... 

• •• 

2,88,000 

8,56,000 

... 

8,55,000 


Total works 1 to 4 including Eebones ... 

21,48,166 

80,48,000 

26,28,727 

1.90,000 

23,88,727 


6. TOOLS AND PLANT ... 

25,844 

46,000 

70,000 

... 

70,000 

6. SUSPENSE STOCK ... 

6,890 

25,000 

... 

• •• 

... 

f Lumpsum loi rovibion of balariee 

1 

1 


1 



1 4,21,285-^2=2,12,148. 

.'1 

1 


i 


1 

1 

Reserves -{ Do non-recumng cliargos 

. 1 

- 

2,21,028 

... 


1 

... . 

1 8,688. 







L Do Bounding 847. 







Bounding and lapses 

• •• 

—6^90,336 

+ 186 

... 

+186 ‘ 

Total G. 32 — Irrigation ... 

81,87,411 

86,51,850 

39,88.083 

2,88,083 

C.36,45,000l 

Pensions 

82,629 

80,550 

83,000 

• ft* 

88, COO ' 

jD6dwc^*“”Reooipts .*■ 

— Ufikl 

... 

• •• 

ft ft* 

*•• 

1 

Grand Total ... 

82,63,399 

1 87.82,400 

40,16,088 

2,88,088 

1 37,28,000 1 


72 


66 


(B) Inclades Bs. 17,800 for Bonaor Sorvoys. 

(G) Owing to the transfer of 2'60 lacs to the Irri^tion Branch from Major Hoad 81 — Bnildings and 
Commaniuatioos, this figure stands raisod to 86*43 laos vide F. D. Ho. 5968 and 6875 
Dated 9‘10>22, and 24>10*22 respeotivdy. 



PART I. 

ESTABL-ISHMENT. 
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EXPENDITURE. 


Part I. 


Major Head — G 32 — li 


Detail oj Budget Estimate of Establishment for the year 1882 Fasli. 


Salaries and 
Allowances 
Officers — 


Sstablishvient-l 


ifenials— 


AUawanees-— 


raiticn].ii& 


Aotiuals for 1880 F. 


Budget estimate 
for 1881 F. 


Budget I 

for 18: 


Numborb 




CO 

CO 


I 




oo 

CO 


1 I 


1 


52 


84 


38-ia) Chief Engineer and] 
Secretary to Oovt. 

Chief Engineer and Secre- 
tary to Govt. 1 (2,000)... 
Assistant Chief Engineer,! 
1 (686-86-860) 

(a) Non-touhnical Asst. 
Seoi'otaii , 1 (400-26-600)1 
Sub-Enginooi, 1 (800-26- 
600) 

Chief Superintendent, 1 
(800-25/2-400) 

Add — Pay of 1 Senior 
Engineer on (600-1 ,200) 
-working as Assistant 
Chief Engineer and| 
Secretary transfei-red 
from 82 (o) Executiye 
Staff 

! Upper Subordinates 
Sub- Engineer 
I Sopei-visors, 2(160-10-270)| 
[ Ovei-seers, 2 (80'6-i-167)...| 

- Lower Subordinates. . 
Sab-0\ersoei’sl(46-4/2-86)j 

Clerks. 

Superintendents, 8 (180- 
10-800) 

jAssistant Superintendents 
8 (100-4-160) 
Clerk, 1 (HO-2-100) 
Clerks, 21 / 10-4/2-80) ... 

Temporal'S’ Snporinteu- 
dont 1 (180-10-300) (b) 


69 


89 


80 


89 


1 

1 

1 

1 

1 1 

2 

1 

4 

1 

1 


80 


SharoLT, 1 (22-1/6-27) .. 

Jamadar, 1 (20-1/6-26) .. 
Daftry, 1 (18-1 '4-24) .. 

, Daffadai-, 1 (16-1/5-lS) .. 

' ounce Peons 14(12-1 '7- 
I 16) (c) 

Bicycle Peons,2(12-l/7-15l| 
Farash, 1 (12-1/7-16) 
Lascars, 4 (12-1/7-15) . 
Hindu water carrier, 1 (8) 
Mahoraoden water carrier 
, 1 ( 8 ) 

Malous, 2 (6) 

I Sweeper, 1 (6) 


I 


Allowance to the Chief 
Engineer for doing 
, dutaes of Secretary to 
Govt, at 200 p. m. 

Tctal Salaries & Alloes. 



(a) ftMgetioaed by Sadr-i'Aaam Bahadur for 8 years with effeet from l-l-Sl W.vids 0.EI. and Secretary to 
W. D. No. 264, datad 26-8-1881 F. 

t muHMnwM. OnnAa-tMfjtn/lfltnf Tiendinff BOdiotion of Goresmment. 



rrigatioi 


astimate 
82 F. 


Bs. 


52,800 


62,886 


4,704 


8,400 


1,12,740 


Ooyeroment 


EXPENDITURE. 
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Paet L 


Major Head— G 32— Irrigation. 


Detail of BuJtjet Estimate of Estahlishmeni for the year 1882 Pasli. 


Paiticiilars 


Actuals for 1880 F. 


I 


Budget estimate 
for 1831 F. 


Budget estimate 
for 1882 F. 


82-r / — Chief Biujincfir and 
T. A.d Taar SecrefanJ io Ooiern merit — (conoid.}] 
Charges--- charges 

Travelling allowance to officers .. 

Do ostablihlimont.. 
Motor allowance 1 (100) 

Drawing Branch allce., 4 {25),1(15)| 

Contingericies Fixed contingencies 

I Charges for olectiic lights and fans. 


Ertra, 

Annual registeis 
I Livery of iieons 
Printing ehaigos 
I Service postage 
Purchase of furniture 
I Bopairs of tents 
I Purchase ot mc<licineh 

Do drawing materials 

Do books 

Do maps 

Beservo 


I 

’ Bates and taxes 

Special items — i Nil 

' Total (rt) Chief Engineer and 
SecretaiTr to Government . 
i Nnmbeis 


00 

CO 


Officers- 


Eatabliehment' 


i: 


1 

2 

7 

18 

87 


e* 

n 

ee 


S2-{b) Super! iilciiding 
Engine ei 

Su}iei'iutcnding EngiaGcr,| 
1(1600) 

Sub- Engineer, 1 (300-600) 
— PJiy of 1 Assistant 
Superintending Engineer 
on (600-1200) transferred 
fram Irrigation Exoou 
tivc Staff 

Add — Pay of 1 Engineer 
Senior scale on(600-J2(X>) 
working as extra Assis* 
tont to the Sniicrintond- 
ing Engineer, 1.6. tiuns- 
fened from Irrigation 
Executive Staff 


GO 


18 


Dai^wiNO Bbanch. 
Upper Subordinates. 
Sub-Engineer 
Supervisuj's 2(100-10-270) 
Overseoi's, 7 (80-6M67) 
(a) 

Lower Stibordinatca 
Sub-Oversoei-s, 18 (46-4/2 
86 ) 

I CliCBlOAIi BBAKOH 
86 Superintendont8,(6) 6(150- 
10-270) 

Asst. Supdts, 7 (80-8-125) 
, Clerk . 1 (70-2-90) 

, Clerks, 22 (86-8^2-70) , 


I' 


67 


Ik. 


Bs. 


Bs. 


Bs. 


id) 86,868 


22,982 


22,982 


41,400 


Y 68,821 


08,821 



Bs. 

8,000 

1,200 

1,880 


8,G90 

810 


4,000 


800 

840 

600 

200 

800 

60 

60 

2U0 

160 

60 

196 


Bs. 


6,680 



2,486 

1 

1 


65 

> 6,600 

1 (e) 80,088 


1.24,820 

* 

1 

18,000 



8,600 



14,400 


1 

14,400 


I 

41,400 

— 

60,400 

1 

1 

1 

1 

67,884 


58,99^- 


67.884 


(a) Beroresonts moiety of expooditure in 1881 P. booked under Chief Engineer and Secretary to Government, P.W.D. 
(e) Bepresents moiety of Budget Provision for IbSlP. on account of Chief Enginew and Seorotary to Govemniont, P.W.D, 
,B.--(o) The Drawing Branch scale being kept at its present strength vig. 28 (including 1 Snh-Bnghieer) has been 

n> n No. 6526. dated 28-18-1821, ' , „ , , , 

A. A., /w r\ Ka kkos dated 28 - 12 « 1921 .} 
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EXPENDITURE. I* Major Head— G 82— Irrigation. 

Detail of Badqet Estimate of Establishment for the year 1332 Eaili. 


Pariicul.Ufc. 


Actuals for 1880 P. 


Budget estimate 
for 1881 P. 


Budget Estimate 
for 1882 P. 


Muinbf IS 


ilenialh- 


1 ^ 

50 

r-* 

1, 

p=: 

or« 

CO 

CO 

rH 

i! 

1 


1 

/ 

1- 

/' 

1 

25 1 


1 

1 

b- 

1 

1 

1 1 

1 ' 

1 

1' 

J 

2 

81 

:u 

— 



g eii \J}) Siiperwitenchna 
Engincei — (oontd ) 


Shaialfc 1 (22-1/5-27) , 

Jamadar 1 (20-1/5-25) 
Datiadai 1 (16-1/3-18) 
Dafti\ 1 (1H-1/4.-24) 

Otfice Peons 17(12-l/7-15)i 
Lascars b (12-1/7-15) 

Post earner 1 (12-1/7-15) 
Farash (d) 1(12-1/7-15) ... 
Sccuougor 1 (8) 

Water cariieis 2 (b) 

(c) 


Allowances — 


T. A. d 
7 Of'/ ehttraes 


i i titl! (Idit Uh 


J 


Personal allowance 1 (30) 1 (2-2 8) 
Total Salaiics and ano\\an(es.. 


I 


Rs. 


ToUL chaigcss ... \ 

Ti.udlmg allow UK o to tdticois . . * 

Do do to pstablisliinen< 1 

l)hl^v^l, bi«uicli ,*iU)\Naiico (2>) 

i;j (15) 


Special items 


8,684 


5,687 


fiud, I 

* \c*(* ir*-, 

Cl)4i t.fs ioi tb'ctiic I -,lits A Mils . 

Lit)a- 

Viinu il R( jisiois 
ijivoi> ol U's 

Pimtinc, (liu.,os (S Fj*s. Oiik* ) . 

' »o ( Vccouiil PoLips). 

bon 1C ‘ 

Piiuiiaseof iuimbuio 
liopiu ol U uls 
J^iij chase ol iiiediaiios 
Do maps 

Do drawiu'a niateiials 

Puioliaso of boo]..s 

Do butve\ing auddiawuig \ 

nistiuments J 

Eloctiio InbUillatiou 

Total Oontingencioh ... 

Nil 

Total B. Supdg* Eugr. 


5,161 

5,'Jlt5 


,}2i 

's> 

11 , 
7,*«)7 
■500 
2b L 
19s 
115 
65 

.>,062 

249 

oil 

2,421 

26,2b8 


Es. 


8,681 


90,187 


5,6b7 


81,799 


Rs. 


8,696 


6,710 


Rs, 


8,696 


1,05,088 


I 1,27,923 


6,977 


892 


6,710 

5,010 




0,710 


1 


n.'isfi 


y,886 

911 


914 

IJ'-O 


1,780 

'.0 


800 

trr^ 


677 

1, )’5U 


4,950 

7, "00 


7,500 

soo 


SOO 

850 1 

1 

850 

200 


200 

150 ] 

1 

150 

*>0 


50 

1,100 j 


1,400 

1,000 1 


170 

' 17,7:5 

22,195 

16,607 

... 

... 

1 

1,84,293 


Rs, 


5,977 

392 


1,24,608 


11,750 


21,887 


1,67,740 


(<») The total strength of menials allowed is 81, (P.D. No, 418, dated 18-1-1922), 1 Jamedar, 1 Peon and 1 Sa»kka 
maintained in excess of the authorised strength to be brought under reduotion on these places falling 
want* 

' * *■*'*“ - QalomAa Pnmmittairhn TtAnnrf 


/ 
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EXPENDITURE. 


'• Pabt 1. Major Head— G 32— Irrigation. 

Detail of Budget Esimate of Establishment for the yeir 1832 FasU- 


Parbicalars 


Actaals for 1880 F. 


Badgeii estimate 
for 1881 P. 


Budget estimate 
for 1882 F. 


Nnmbers 

^ I 


8S-(e) ExeeuMve Engineertt 
and Staff. 

I (1) PEBMANBNT. 


M OS (i) Oonstruetion. 

Salaries and Allowaaces 
1 1 Assibtant Superintending' 

Engineer 1 (600-1,200) 

8 9 Engineers Semor scale, 9 

(600-1,200) 

18 16 Engineers Jnnior scale 16 

(400 600) 

... 6 I Sub-Engineers, 6 (800-600) 

I Deduct — ^Pay of (1) Engi- 
' neer senior scale on 
(600-1,200) transfeiTed 
to 82-</ Chief Engineer )- 1,26,088 
and Secretary to Govt. 

Diduct — ^Pav of (l) Assis-I 
tintSnpenntending En-' 
gineer on (600-1,200) 
transferred to 32- (6) 

Supdtg Engineer | 

Deduct — Pay ot (1) Engi- 
I neer senior scale on (600 I 

I 1,200) transfeirod t o 82-7j 

Sup( nntcndingEngmeei , 


Qfioera 


•2,66,940 


1,88,420 


27 no 


Uppi I Subordinates. 


l,26,03‘j — 


l,8h,120 — 


13^00 


14,400 


14,400 


Eatabliihutetif-l 


o ..Is lb Hiiguicors ... "I 

2S 20 |S»ip 1 \iso>s,20(100 10 2T0> i 
77 I 69 Oi (M soc'i s, O'J (so-.T' J.'I7) | 

Lonei Suljordwates. ^ 

198 177 Sub-Overseers, 177 (46- 

1/2 s3) ^ 

Clcvka. 

9 9 Accountants, 9 (100-6/2- 

160) 


Accounts Clerks 9 (80) ... 
Clerks 90 (80-8/2-60) ... 


8,80,672 


4,04,064 


8,90,174 


Meniala — 


116 

108 

488 

889 

409 

102 

100 

113 

682 

I 

616 


8,80,672 


4,04,064 


(12-1/7-16) 


62,696 


68,408 


Local nllowanoe to Adilabad Stall. 
Total salaries Ss allotnutces ... 

T. A. and 

taureharaea Tour charges ... ... 1 

Travelling allovanoe to oQioers .. > 
Do Establishment... J 
Horse and Dravring Branch allow- \ 
anoes 96 (26) > 

Conveyance and Drawing Branch J 
aUowanoes 177 (16) 

Totid travelling allowanoe and 
‘ ' tear (dunces 


62,696 

6,68,800 


68,408 

6,96,877 


97,248 


92,878 


81,069 

16,608 

78,878 

60,860 


97,248 


92,878 


2,24,940 


8,90,174 


81,668 

16,608 

7.12,886 


1.88,288 
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EXPENDITURE. 


Part 1 


Major Head— G 82 — Irrigation, 


Detail of Budget EsUniate of U/atdblishtnent for the year 1382 F. 


Particulars 


A i. 1 Budget estimate Budget estimate 

Actuals for 1880 F. , iggl F. for 1382 P. 


82 (e) Erecutioe EnyUiecrs 
arid atttff. — (contd.) 

Fixed 

Contingeneiea pjjjed contingencies 

Extra 

Annual i-egisteis 
Livery ot peons 
St'iMoe postage 
Purohaee of books 
I Do Drawing niatoi lais 

Do Maps 

I Do Medicinee 


House ii>nt 


Special items- 


16,886 


lt>,7C6 


Total Coi tingoncics 


I Total (i) GonsliucTion . 

I Sumbexs 
I Er lai 

I S 2 {ti) T. R. S. Dii'iaion, 


82,930 


6,88,499 


12,286 


895 I 
4,984 I 
4,661 I 
860 
5,805 I 
130 
200 I 

16,545 ! 


7,17,686 


11,280 


16,848 


29,078 


8,80,697 


Ofiieera — 


Meuiala- 


1 Engineer serio** scile 1 

1 (600-1 200} I 

2 Do lunior scale i 

2 (400-600j ' 


EatahJiahment- ... 2 Siiper\wois 2(1(50-10 270)P 

... S Ov'Mseeis S (S»-3'. 157) I 
... 21 S'lD-Ovorsoers 21 ( 13- 1 2- 1' 

85) I 

8 1 Clerks 2 (80), 6 (80-H 2-00) J 


T. A. and 
tour ohargea. 


... 2 Dtifliulnis 2 (16-1 5-18).. j 

... 96 Peons, dsc., 96 (l2-l/7-16)i 

. . 20 Temporary Lascars 20(12; 

for 9 months in a year- 1 

. 117 Total Salaries & Allow. 


Tour charges ... ... 1 

Travelling allowanco of otHcers ... (t- 
Do Establishment ... j 
Horse and dmwing branch allow- ) 
onoes 10 (25) ... ... •, 

Conveyance and drawing branch I 
allowances 21 (16) ... — ' 

Total T. A. and Tour cbaiges ... — 

Fkied. I 


27,600 


27,600 


40,878 


18,966 


40,878 


— 18,963 


14,000 


20,780 


!Pnied oontiageodee 
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EXPENDITURE. Pab® I. MujorHead— G 82— IrrigatioB* 

Detail of Budget Estimate of EstaUitJiment for the year 1882 Fmli. 



Particular 

1 Aotnals for 1880 F. 

Budget estimate 
for 1881 F. 

Badget estimate 
for 1883 F. 

1 

1 

3ii [c) Exeeutive Engineers 
and Sic#— (oontd.) 

Extra. 1 

Annual Registers 

Livei*y of Peons ... ...i 

Service Pobtage ... ..J 

Purchase of Medicines 

1 Do Drawing Materials 

Do Maps 

Do Books 

1 

! Bs. 1 

1 

1 ! 

1 

1 

1 

Rs. 

I 

1 

Bs. 

[ 

Bs. 

1 Bs. 

60 

269 

600 

80 

600 

36 

60 

Be. 

1 


1 

1 - 1 

1 

1 

1 

... 

0S9 

1,684 

1 


Total contingencies ... 

1 

• •• 

1 

1 

1 

1 


2,680 

j Total (i<) T. R. S. Division ..J 

**• 

1 

• «• 


... 

1,10^918 

Total (2) l^crmanent ... 

1 

1 

6,88,499 

1 

7,17,686 

... 

9,91,610 


1 

, (2) Temporary. 

i Establisbiucnt for the Mahbboob- 
nahir Extension Pro)oct 

Do Medical Aid and Sanita- 

tion 

Do Famine Programme 

Survey ... 
Do Wyra Pioieot 

Total (2) Temporary ... 

1 

42,427 * 
8,861 1 

49,160 
11,288 , 

1 

1,06,721 

1 

21,991 

1,760 1 

46,500 

... 

1 

1 

1 

1 

70^41 

66,000 

66,000 


1 ! 



(Total (l) & (2) Ex. Engineers & Staff. 
Deduct cost of Katablishinont 

1 

: i 

7,96,220 


7,87,827 

1 

10,66,610 


* tranbfcTrol to Development De-| 
partment as detailed below ...i 
Nunabors , I 


I psJ I PR I 

rH (M ! 

S ! S 


Otficeyhi — 


Esiablishfnent- 


31 


lienialB — 


57 


^ 4 t J 

Establhkment j ... 


1 (/). Construction. 

I Engineer Senior Seale 
1 (600-1,200) 

I Engineer Junior Scaloi 
1(400 600) 

Supervisors 2(160-10-270) 
0\ei*&eers 6 (80-5i-167) 
Sub Overseers 16 (45-4/2i 
85) 

Accountant 1(100-5 2-150(' 
Head Clerk 1 (llO) 
Accounts Clerk 1 (80) 
Clerks 8 (30 8/2-CO) 

Poonb 24 (12-1/7-15) 
Ijasoars 18 (12-1/7-15) 
Lascars 20 (12) for 0| 
months 

Horse and conveyance 
allowances 8 (25), 15(l5) 
Local allowance to Adil- 
abad oifioials Bs. 15,603 
T. A. and Tour chai'ges... 
Fixed contingencies 1000 
Extra do 1,120 


i 


1 




(ii). T. R. 8. Divisioa. 
Overseers 2 (SO-fil-167) 
Sab Overseers 6 (46-4/2' 

(y6) 

Horse and cotiveyaaoe 
allowances 2 (26)« 0 (16)1 


Totial ... 

Net 82 (o) Eseotttive Bugi- 
'seers and staff 

dmuid Xotal 83 (a b ft <s )..J 


14,400 


84,650 ' 


8,876 


20,708 

8,000 

2,120 


6,164 

1,680 


7,95.320 

10d08,611; 


7,87,837 


10^03,168 


8h,ti49 


%834 


98^8} 


9,68,627 


1S<41,087 





PART II. 


WORKS, 


Periodical Repairs. Gonsiimotion. Head 


14 


Part n — Budget Estimate for 


Locality (taluk) 


Name of Tcork 


Amoont of 
estimate 


1 (a)— lERIGATION DEPARTMENT BUILDINGS. 

OONSTBtrOXlON. 


Warangal 

tf 

Khammam 


» 

Madira 


Ehammam 


Ehaxnmam 

Madira 

Warangal 

Yellandn 


ti Warangal 

s 


U 

Moolug 


•1 

28 

19 ••• 

24 

If .*• 

25 

19 ••• 

26 

If 

27 

Pa^al 

28 

Mahaboobabad ... 

29 

IS ••• 

80 

Ehammam 

81 

Madira 

82 

It ••• 

88 


Sanctioned tvm'ks. 

Maistry’s quarters at Nagaram 

Do Wardannapett 

Ist class Inspection Bungalow at Gandrath village 
Taluk oMoer’s quarters at Ebammam 
2nd class Inspection Bungalow at Thanicula village 
Sub-Divisional ofSoer’s office and quartei*s at Madira 
Sub-Overseer’s quarters at Madira 
Taluq officer’s quarters at Madira 
1st class Inspection Bungalow at Ehammam 


Total •. 


Works awaiting sanction. 

Sub-Overseer’s quarters, Ehammam 
Inspection Bungalow, Madira 

Do at Ealloor 

Engine shed and machine shop 
Taluq officer’s quarters 
Sub-Overseer’s quarters ... 


Pbeiodioal Bbpaies. 
Sanctiofied wot'ks. 

Divisional Engineer’s office at Hanamkonda 

Do quarters at Hanamkonda 

Asst. Engineer’s do do 

Best house at Dharmasagar 
Inspection Bungalow at Laiparthy 
Do at Nagaram 

Best house at Laknawaram 
Do at Bamappa 
Inspection Bungalow at Moolug 

Do at Baswapur 

Supervisor s quarters at Moolug 
Inspection Bungalow at Palampet 
Supervisor’s quarters at Naisampet 
I Sub-Divisional officer’s quarters at Mankota 
Foreman’s quarters Mankota 
Assistant Engineer’s quarters at Ehammam 
Inspection Bungalow at Venkatgiri 
Do at Baithpally 


Total .. 


Ii425 

1,985 

9,780 

8,500 

9,600 

15,100 

1,610 

8,050 

8,400 


1,485 

9,460 

9,000 

12,000 

8,582 

1,485 




84 ] Lumpsum... 


Works awaiting sanction. 


Total 

Total 1(a) Irrigation Department Buildings 

1 (b}---GOMHimiOATZOKS. 

Samtwned. 

85 Boad from Ehamam to Wyra 

Total 1 (6)---<3oxninmaxkicabiona 


92,800 
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Major Head— G 82.— Irrigation, 


Works for the year 1882 Fejsli. 


OOTfLAX 

OBAKT fob 1882 F. 



Aotaals 
to end of 
1880 F. 


1 

i 

Work not | 
commenced 

1 


a 

B 

Beference and remarks 

Probable 
daring 1881 F. 

Work in 
progresb 

1 

Total 

a 

5 

rH 

7 1 

8 

9 

10 1 

» 1 

12 

18 

Rs. ' 

1 

Bd. 

Bs. 1 

Bs. 

Bs. 



1 

1,000 

1 

425 

• •• 

425 

1 

P. W. S. Na 764. 17-7-21 

i 

1,000 

895 1 


895 

2 

do 964, 27-8-21 

1 

8,000 

6,780 1 

• •• 

6,780 

8 

do 545, 29-4-81 F. 


2/)00 

1,500 

mmm 

1,500 

4 

do 512, 24-1-22 


8,000 

6,600 1 


6,600 

5 

do 594, 6-5-81 F. 


10,000 

5,100 < 

••• 

5,100 

6 

do 204, 28-2-80 F. 


610 

1,000 I 


1,000 

7 

do 2080,12-10-81 F. 


2,050 

1,000 

mmm 

1,000 

8 

do 1047, 80-6-81 F. 

• •• 1 

••• 1 



5,000 

5,000 

9 

do 1484. 18-8-81 F. 

• •• 

• •• 

22,750 

5,000 

27,760 



1 

• •a 

• •• 

•N 


10 

Under disposal (in 0. B’s. office) 

1 

• •• 

mmm 



11 

Under sanction 

1 

••• 

»•« 

• •• 

mmm 

10,000 

10,000 

12 

18 

Under disposal (in 8. B's. office) 
do do 


• •• 




14 

do do 


v«« 

mmm 

J 


16 

do do 



••• 

10,000 

10,000 





• •• 

825 

826 

16 


mmm 



188 

188 

17 


mmm 



88 

88 

18 


• • * 



182 

182 

19 


• • • 

mmm 


188 

188 

20 


• • • 



188 

188 

21 


• •• 

mmm 


89 

89 

22 



mmm 


89 

89 

28 


• •• 



240 

240 

24 




• •• 

196 

195 

25 



mmm 


44 

44 

26 


i 

1 



195 

195 

27 


««• 



88 

88 

28 




• •• 

200 

200 

29 





88 

88 

80 





45 

46 

81 


• •• 

mmm 


188 

188 

82 


• •• 



228 

228 

88 


i 

mmm 


2,528 

2,528 

,1 



mmm 


841 

841 

1 

84 


« • ■ 

mmm 


841 

841 




mmm 

22,750 

18,864 

41,114 



1 

1 lr*4i 

42,800 

1 

50,000 


50,000 

85 

P. W. 8. No. 698, 15-5-81 F. 

L ••• 


50^ 

a.. 

60,000 





Aldiiiloucincc cuid Reivin'*. 


Pabt II' — Budget Esiimate fot 


a 

O 


Locality (ialok) 


U 

I § 


P 

P 


O 


Name of work 


Amount of 
estimate 


Wai'dDgal 


ll 


*9 

Mooing 


Mahaboobabad 

Pokhal 

Khamam 

•I 

f» 






86 

87 

88 
89 
40 
11 
42 

48 

44 

45 

46 

47 
46 

49 
60 
61 


2— IREtGATION WOBKS OHAEGBABLB TO EBVENUB 
(a)— M aihixenaitcf. aktc Befaibs. 

(i) PEBIODIOAIi 
Sanetiorted works. 


Dharmasagor Proioct 
Laipaith> anionl and channels 
AnnasagSiT Bllapar feeder channel 
Nagaram tank 
Shagal Boianna t^nk 
Mupparam tank 
Laknawaram project 
Ramappa lake 
Olianpur laige tank 
Ghooloor itroject 
Paklial channels 
Madannapet channels 
Gollapad Ament and channels 
Shajadwar Madaram tank 
Thamknla Bdula cheroo 
Lumpsum forothei 'norks (inclnding ne<r works) 


Total 


Wot Is atiaiting sanofton, 
Nil. 

ill) Special. 
Sanctioned works. 


Total 


Bs. 


1,000 

600 

400 

760 

102 

801 

6,000 

6,000 

8,000 

726 

6,000 

2,000 

760 

600 

212 

20,8tf7 


\7ai.in-,al 

II 

Kb iiiuiii 

I 

>y 

Mldll \ 

II 

JMcil tiboobabdd 

91 

I 


«')2 ^ Bl^a»pin Pedda Cbeiiu 

5.4 Podda Cheriu ot Permal SonkebOi 

,11 Cliowla Chc'nu, Singaiam 

61 BhMa^t ini all j Tank and feeder channel ... 

6t> Pedda Chcioc, Balimlla 

57 I Cljpunocn Eiia Oheuoo ... ... 

5S Pedda Cheiru ot Mnlliah ... ... .” 

,19 Ghanpnt Dhansaii Tank ... 

60 Eambolla Cheuoo 

j Total ...| 


I 


Woj Ls tut aiting sanetuni. 

Nil. 

I 

Total ...| 

(in') Occasional. 


J 

61 I Lumpsum 


Total ... 

IPotal (a) Maintenance and Bepurs ... 


8,000 

b,200 

6,224 

6,870 

12,800 

7,686 

b,916 

6,860 

6.261 


16,000 


• •• 
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Najor Head— G 82 — Irrigation, 


WorJcs for the year 1882 Fasli. 





























Waiangal. , Di\ibioii 


Part II — Budget EaUmate for 


Lofahty (talnk; 


8 


Item number 

Name of work 

' Amount of 

1 estimate 

4 j 

1 5 

6 


2— IRRIGATION WORKS CHARGEABLE TO REVENUE. 


Rs. 


I 


(&) CONSTEUOTION. 

OBiamAii. 
Sanetioned Works. 


I 


■VTaianqaJ 


62 

•* 


1 68 

»* 


61 

Moolag 


66 

l» 


66 

Mndiia 


67 



68 

Mahaboobabad 


69 

If 


70 

}> 


71 

It 


72 

Ebammam 


78 

Maukota 


1 74 

Fakhal 


76 

ti 


76 

tt 


77 

Warangal 


78 

Yellandu 


79 


Venkatapnr Kotba Cheroo 
Panthani Kadaii Choroo 
Operpally Bllamma Tank 
Venkatapur Lingapni'am Kanta 
Venkatapur Gundi Cunta 
Mittapalh Ena Ghana 
Sandrapaita laige Tank 
Kantapaliam large Tank 
Mutharajpally Thoorpoo Cheroo 
Bomakal large Tank 
Baithole Mysama Knnta 
Arkode Dobaloina Tank 
Ooppagudam Mamidla Cheroo 
Chandragonda paham Tank 
Aimakoor large Tank 
Konai am Cora Cheroo 
Si(1da‘>amadaram Tank 
Smgabhopalram Tank 


6,860 

9,707 

6,786 

2,826 

8,800 

8,924 

14,220 

86,980 

8,640 

8,046 

2,286 

7,760 

4,866 

11,040 

19,910 

8,600 

4,770 

2,28,740 


Total 


Warangal 

80 

Works anaiting sanction, 

Pembarthy Amin Cheioo 

»• 

81 

lyagar Goonta Nakal Coonta Luxmapur ... 

9t ... 

82 

Palmail pulla China Bayen Choroo 

II 

83 

litigation channel tinder Badri Tank 

91 

84 

Wadlaeonda oora and Boobli Tank 

91 ... 

65 

Naskal Prooect 

11 ••• 

86 

Wardanapet Kamareddy cheroo 

II ••• 

87 

Dhamanapet pedda cheroo 

MooIuq 

86 

Bhoorgu channel under Eamappa ... ..J 

19 

89 

Voorla channel do 

99 ••• 

90 

Somi channel do 

99 

91 

Vogar channel do 

11 

92 

Itikalpally Oora cheroo ... 

Ehammam 

98 

Neelakondapally Eattama cheroo 

99 

94 

Do Balasamudram tank 

91 

95 

Gollapad channels 

Madira 

96 

Laknapally proiect 

91 

97 

Mnthnoor Thoorpoo cheroo 

99 

98 

Koolagondah Katram cheroo 

9l 

99 

Mammanoor patha cheroo 

99 

100 

Vamsoor Wangapathy cheroo 


101 

Kandhoor Lingagudnm tank 

VoUandu 

102 

Papkole Damtil cheroo ... 



Total ... 

Total 2 (6) — Constrnotion ... 
Total 2— IraigaticKi works chargeable to Revenue (a) & (6)... 

Totel Warangal Division 


16,070 

4,786 

8,182 

10,623 

19,202 

2 ,oa,osi 

21,870 
29,932 
81,812 
20 062 
16,196 
81,21b 
16,266 
11,107 
11,827 
1,96,140 
48.486 
4,076 
6,160 
12,601 
2,849 
26,186 
20,146 









WorTtsf(yr the yeour 1832 PasZi. 
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Major Head-G 32 -Irrigation 
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Past H— Budget Estimate for 


1 

1 

•mi 

Q 

Locality (taluk) 

Item number 

Name ot work 

Amount of 
estimate 

1 

2 

8 

* 

8 

6 

] 




1 (o)-IRElQATION DEPARTMENT BDILDINGS. 

Rs. 




CONSTSUCTION. 


i 



Sanctmved worJcs* 


I 



mi 

• •• 

I 



Total ... 

• •• 

I 



Worha awaiting sanction- 


I 

Sui'lapet 

lOS 

Sub-Divieional Officer’s office and quarters 

4,866 




Total ... 






PBBIODICAIi Bepaibs. 






Sa7ictioned worhs- 




NaJgonda 

104 

Divisional Engineer’s quarters, Nalgonda ... 

61 



lOS 

Do office do 

117 



106 

Sub-Divisional Officei’s Quailjers at Nalgonda 

44 



107 

2nd olabS Inspection Bungalow at Manikuntla 

169 

I 


108 

Rest-house at Venkatapur... 

84 



109 

Do Thalikuntagoodam 

84 

I 

Mimlgudii 

no 

Inspection Bungalow at Nidananoor 

169 

I 

tf *** 

111 

Inspection Bungalo\\, Amangal 

169 

I 

II *** 

112 

Supervisoi’s quarteiSi Muialguda 

29 

n 

Davcrkonda 

118 

Inspection Bungalow, Pendripakla 

204 

I § 

Snriapet 

111 

Sub-Divibional Ofiicor’s quaiters at Suriapet 

42 

I -f 

If • 

116 

Inspection Bungalow, Komal 

204 

I I 

!• 

116 

Do Panikeia 

204 


9f * * * 

117 

Do Gajilapur 

204 


99 • •• 

118 

1 Do Yednootlila 

204 


Jangaon 

119 

Poic man’s quarters, Jangaon 

21 

I 



Total 

1 

... 




^ Wo7lB awaitinu sariction. 


I 

Nalgondn 

120 

1 

Rest-bou**© at Venkatapui 

72 


*9 ••• 

121 

Do Thalikantigoodam 

88 


i> •••! 

I 122 

Inspection Bungalow at Akkannai)ally 

188 



128 

Do Nagaiani ...1 

188 


»i •• I 

51 ••• 

1 124 

Do Munipampla 

188 


J» •••] 

, 126 

Inspection Bungalow, Ram'iniapui ... ..J 

146 



II 

1 126 

1 

Du Madaiaiu 

226 




1 

Total ... 






^ Total 1 (a) — Iiiigation Department Buildings ... 






1 (?;)— COMMUNICATIONS. 






' Nil 

1 




1 

1 

1 Total 1(&)— Commuoioaiions ... 




1 

1 

I 2 — IRRIGATION WORKS CHARGEABLE TO REVENUE 






(a) MAlWrENAKOE AND BBPAIBS 






({) Perodical. 

1 





Sanctioned works. 




Niilgoncia 

127 

1 

1 Wootkoop Marajially Pioject 

8,000 



II 

128 

Kaugnl Tank and Supply ckOinocl 

800 



It ••• 

129 

Asafnaher Project 

9.000 



It *** 

180 

1 Pongal Tank and feeder channel 

1,600 



II ••• 

ISl 

Hytepomla Tank 

827 

¥ • 


11 

182 

Shalligontaram Project ... 

8,000 


■§ 

M 


d 

o 


I. 

'rt 

Si 

I 

di 


§ 


•§ 

a 

E 

I 
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Major Head — G 82 — ^Irrigatioz 
























original Maintenance and BexHUra 
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Paet II . — Budget Estimate fof 


Locality (talng) 


Name of work 


Amount of 
Estimate 


Nalgunda 

Bhongir 

Miryalguda 

91 

Davei'konda 
, Suriapott 

I 

I Janqaon 


2— IBBIGATTON WORKS OHAGEABLB TO REVENUE 
(a)— MAiiinrBNANOE and Resfaibs 
( t) Pbbiodial. 

Sanctioned works (contd.) 

Manikanta large Tank 

Vemalconda projeot 

AllagadapiM Rayenpaliam projeot 

Yadgariially Tank 

Parwatrao Tank and channel 

Cheypoor projeot 

Velpncherla large tank 

ThoomalpeniMd Mysama ohcroo . . 

I L’napnr large Tank 
Lninpsam for other works 


197 

1,000 

1,000 

460 

400 

600 

280 

261 

201 

18,998 


Works awaiting sanction. 
Nil 


Snriai)et 

99 

Bhongir 

Jangaon 


Nalgonda 


(ii) Sfeoial 
Sanetiotied works. 
Pasnoor Pedda oheroo 
Thoomol oheroo Oorlagonda 
Atmakoor Neerla oheroo ... 

Chonnoor Large Tank 
Thooi-pa oheroo Woddokothapally 
Eeshwaxmroohal oheroo ... 
Asworaoxmlly Pungoni oheroo 
I Shaligoraram Anient 


Total 


161 Lumpbum 


Works awaiting sanction. 
Nil 


( Hi ) Occasional 


Total (a) Maintenance and Repairs 


Nalgonda 


Daverkonda 

Miryalgnda 

Snriapet 


(6) CONSTBUOTION. 

OBIGIKAIi. 

Sanctioned works. 
Kluirmoorth> Oom choioo... 

Mamidiyal Rani oheroo 
Pongode Oora choioo 
Pongal Oodyasatuadorom Tank 
Mougode large Tank 
Nulla oheroo Elkntta 
Cbinne^owraram Maidlama tank 
Vemalpally Niamat Khun oheroo 
Eanakal Nagala oheroo 
Panikera Peddn oheroo 
Malipuram Oora oheroo 
Earvarla Eaoha oheroo 
Pedda oheroo Singaram 
Annaram Sayee oheroo 
Vallyntn Konta Tbonda 
Awala oheroo Ananthoram 


81,711 

4,910 

22,122 

20,146 

62,889 

18,680 

07,880 

6,870 

6,460 

11,480 

30.782 

6,714 

8,960 

2,860 

7,140 

16,616 
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Major Hea4— G 82.— Irrigation. 


Works for the year 1882 Feali. 














Nalgondrt “ i Division 


Paet II — Budget Estimate fo. 


Z-d; 


Locality (talak) 

1 

1 

! 

Item number 

Name of work 

Amount of 
estimate 

8 


4 

6 

6 



1 

\i 

i— IBRIGATION WORKS CJHABGBABLB TO REVENUE 

Rs. 




(6) — CONSXSDCXION. 






OBIOIKAIi. 






8anctio7ied works. — (contd.) 



Suriapet 


168 

Eothapally Pedda cheroo 

• » • 

14,920 

It 

• • « 

169 

Nagaram Pedda cheroo 

• •• 

12,660 

Miryalguda 


170 

Eannekal Thadla cheroo 

• •• 

16,240 

Jangaon 


171 

Ghinapakhal Pedda cheroo 

• •• 

12,960 



172 

Samandrala Oora cheroo 

• •• 

10,696 



178 

Gandla Coonta Pedda cheroo 

• •• 

16,000 



174 

Manohioopal Oora cheroo 

• •• 

12,942 



176 

Theegaxam Oora cheroo 

• •• 

4,470 


• « • 

176 

Chonnoor large tank 

• •• 

11,100 

Huzumagor 


177 

Siddappa cheroo Ghanaparam 

• •• 

12,686 


• • • 

178 ' 

Peddavoid large tank 

• • • 

9,079 

Bhongir 

fl • • 

179 1 

Chada large tank 

• •• 

19,688 



180 

Seetharampui* Oora cheroo 


6,600 



181 

Vastokondoor large tank 


80,696 

Sariapet 


182 

Velgnpally Rndramma tank 

e ■■ 

86,880 

Davcrkonda 

• • « 

188 

Gudipaliy Palgu cheroo 

mmm 

16,780 

If 

• •• 

184 

Lakshmipur Pedda cheroo 

• •• 

19,740 





Total ... 

• •• 




Works atoaitmff sanction. 



Nalgonda 


186 

Edavally Oora Dakshanam cheroo 


11,866 


... 

186 

Muroor Pedda cheroo 


7,006 

I) 


187 

Chmna Madamm large tank 

• • • 

SI, 708 

Suriapet 


188 

Pedda cheroo Thungathurlhy 


18,882 

If 


189 

Gangadevi GbejL* 00 | Komal 


9,608 

II 

• •• 

190 

Boyanna cheroo, Balamla 

• • • 

6,780 

II 


191 

Hemadri tank, Gopalpur 


14,864 

y| 

m m • 

192 

Kodoor large tank 


6,890 

Huzuinagar 

««« 

198 

Kodad large tank 


16,140 

ii 


) 194 

Voldond .1 Oora ohei-oo 


18,326 

Da\ei‘konda 

• « • 

193 

Devathla cheroo, Kandkoor 


24,940 

II 


196 

Akkahavi oheroo Reservoir Ghunpoor 


6,08,860 

91 

«•« 

197 

Veiikatndi*i cheroo, Woddapally 


9,942 

Bhongir 


198 

Gaudale lai^c tank 


17,816 

II 

*•4 

199 

1 Rbungii' tank and feeder channel 


84,800 

Jangaon 


, 200 

1 Gopi oheroo Chinna Madoor 


19,907 

ii 


. 201 

1 Kondaram large tank 


18,462 { 

9 | 


, 202 

Yednoothla largo tank 


61,688' 

|| 


, 208 

1 Enraai coonta Narmatla 


1,198' 

II 

• *4 

. 204 

Ibrabimpnr Pedda cheroo 


6,881 

If 


. 206 

Gagilapur large tank ... 


96,611 

II 


206 

Kodigal Nalla cheroo 


66,895 

Miryalgada 


, 207 

Pedda cheroo Shei-fn tank 


f 16,700 

1 86,888 

It 

*•4 

. 208 

Yadgarpally lai'ge tank 


28,600 

SI 


. 209 

Davelpttilly large tank 


47,879 





Total ... 

• 




Total (&) Oonstraotion .. 





Total 2— Irrigation works Ohorgeable to Revenue (a) ds (&}.. 

s •.» 




. Total Nalgonda Division ... 

• •*« 
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Major Head--~d’ 82 — ^Irri^ation. 


Works for the year 1382 FasU. 



















Hauiteofuiee and nepaits Commaniuatiun Periodical Boiiaiib Coosbruotion 
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Past II — Budget Est/vmaU fw 


Locality (talnk) 


Name of work 


Amount of 
estimate 


Jactial 


1.— (o) IRRIGATION DEPARTMENT BUILDINGS. 
CONSTEDOTION. 

Sanetiotied worJea. 

2ad class Inspection Bungalow at Mamilakonda 


Total 


Elarimnagar 


Mahadeopur 


Sultanabad 


Husnrabad 

Parkal 

Jactial 


Works awaiting sanction. 

Nil. 

Total 

PEBIUDIOAIi Rbfaibs. 

SancUmied works. 

Divisional Engineer’s Quarters, Karimnagai* 

Do office do 

Asstt. Do quarters do 

1st class Inspection Bungalow at Sanigaram 
Do do Manthani 

2nd class Inspection Bungalow at Ghintakani 

Do do Bheemaganpur 

Do do Gundaram 

Do do Ambaripett 

Do do Jillawaram 

Do do Kallikote 

Asstt. Engineer's Qaaiiiers at Huzurabad 
Taloq officer’s quarters, Parakal ... 

Asstt. Engineer’s quarters at Jactial 


Total 


Works awaiting sanction. 

Nil. 

Total 

Total 1 (o) — Irrigation Department Buildings 

1. (b)- -COMMUNICATIONS. 

Nil. 

Total 1 (5) Communications 


Karimnagar 


Siroilla 


Mahadevpur 


Sultanabad 

Huzurabad 

t* 

Parkal 

>1 

Jactial 


2. — IRRIGATION "VVORKS CHARGEABLE TO REVENUE 

( a ) Maibtbnanoe and Repaibs. 

(t) PbbIODIOAIi. 

Sanctioned works, 

Sanigaram Project 

Manakondnr large tank ... ... [[[ 

Gangadhar Project ... ... 

Gambirowpett Project ... ... 

Goodam Rondasamandrom tank ... 

Bittapally large tank ... ... 

Bheemaganpur large tank ... " 

Manthany channels ... ... ]*, 

Gaivapally large tank ... ... ” 

Gopalpur large tank ... ... 

Eamalapur large tank ... ... 

Parkal tank ... ... \\ 

Chinnakodapak tank ... 

Iswantharowpett Project 

Mupparam Thippanapett project ... i! 

Eammampalli tank 

Lumpsum for other works ... W 


900 

100 

200 

1,487 

800 

200 

700 

700 

600 

260 

1,210 

660 

250 

608 

800 

676 

20,427 


Total 
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Hi^or Hea4 — G 82 — ^Irrigation, 


Works for the year 1882 Fasli. 


Outlay 


ActnBrls 
to end of 
1880 F. 


Probable 
during 1881 F. 


Grant vob 1882 F. 

1 

0 





Works in 
progress 


Work not 
commenced 

Total 

fl 

S 

o 



1 

1 

•43 


Reference and remarbs 



























Original Maintenaance and Bepairs 


i 
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Part II—. 


Budget Eatwnatefl 



2.-1BBIQATION WOBES CHABGEABLETO REVENUE, 
(a) Mainxekanob and Bbaatbb. 

({) Pebiodioal. 

Warkt awaiting sanation. 


Sultanabad 


(a) Speoiad. 
Sanctioned tcorks. 


242 Baikaldevipally Oora chera 


Total 


Works awaiting sanation. 


Total 


(iii) OCCASIONAIi. 


Saltoiuabad 


248 Iiiimpsam 


16,000 


Snltanabad 


Hnzarabad 

*» 

I Earimnogar 


Parkal 

Mahadevpoor 

Jaotial 


Sircilla 


Total 

Total (o) Maintenance and Bepairs ... 
(6) CONSTETJCTION. 

OBIGINAIi. 


I Jillawaram large tank 
Yelkalpally chintal oheroo 
Pothakapally peddama cheroo... 
Eldy kotha cheroo 
Whylal pedda oheroo 
Boorgupally ooi-a chera ... 
Eatnapally large tank 
Soppogundy kodi cheroo ... 
Oppermalh'ah kotha oheroo 
Nagnoor large tank 
Damamapeth pedda oheroo 
Bitpally large tank 
Potharam large tank 
Eall^ote large tank 
Eodimial Mysamma oheroo 
Moodapally oora chr oo . « 
Dondrapally oora cheroo ... 
Mallial Onranatham oheroo 
Marripallv oora oheroo ... 
Watti mala Bangarayan oheroo 
Bandapally oora oheroo ... 
Matharom Bamasamodram 
Yelohal pedda and obinna oheroo 
Anantharam longam oheroo 
B^narowpet konda oheroo 
Sarampally pedda oheroo ... 


Total 


66,847 

10,960 

16,760 

7,280 

10,000 

6,860 

7,800 

7,920 

12,820 

8,240 

6,910 

18,025 

10,080 

12,400 

6,910 

10,100 

6,720 

9,680 

9,810 

12,427 

19,000 

69,860 

26,298 

16,890 

10,870 

18,160 
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Major Head — G 82 — ^Irri^ation. 


Works for the yearr 1382 'Basli. 


OUTIiAT 

GB&KT fob 1882 F. ' 

Item number 

Betorenoe and remarks 

Actuals 
to end of 
1880 F. 

Probable 
during 1881 F. 

Work in 
progress 

1 

Work nob 
commenced 

Total 

7 

8 

9 

^ 1 

10 

11 

12 

18 

Ba. 

Bs. 

Bs. 

1 

Bs. 

Bs, 






1 

Nil. , 

Nil. 



• •• 

• •• 

... 

Nil. 1 

Nil. 



• •• 

• •• 

6,000 

1 

6,000 

242 

P. W. S. No. 104, 16-2-81 F. 

« «• 

• •• 

6,000 

1 

5,000 



• •• 



1 

Nil. 1 

Nil. 



• •• 

• • • 

... 

Nil. 1 

Nil. 



• • • 

• •• 

... 

! 

15,000 

15,000 

243 



• •• 

... 

15,000 

15,000 1 





1 5,000 

44,417 

49,447 ! 


j 

38|284 

19,674 

2,337 


2,687 

244 

1 

' P. D. No. 487, 81-8-2H h\ 

1,826 

6,960 

2.662 

• •• 

2,662 

' 215 

. P. W. S. No. 8677, 30-12-29 E 

... 

6,000 

9,730 

... 

9,760 

216 

P. D. No. 351, 11 4-30 P. 

1,682 

8,280 

2,818 

... 

2,H1S 

247 

' P. W. S. No. 40, 14 1-30 P. 


... 

... 

4,000 

4,000 

218 

Do 1086, 8-9-27 P. 

1,667 

8,880 

1,128 

... 

1,12.! 

219 

j Do 86KS, 30-12-29 I 

• •• 

8,800 

1,600 

... 

1,600 

250 

' C. F/8. No. 77.5, 11-10-80 P. 

• •• 

... 

... 

8,600 

8,600 

251 

Do 1640, 3-9-81 P. 

• •• 


... 

6,000 

.3,000 

262 

1 Do 1965, 27-9-31 P. 


'* 2,884 

8,000 


8,000 

253 

P. W. S. No. 8638, 29-12-29 \ 

102 

8,110 

8,898 


8,898 

254 

Do 47. 16-1-80 P. 

2,181 

8,026 

2,809 


2,809 

263 

Do 286, 10-3-80 P. 

6,808 

1,669 

2,607 


2,607 

256 

Do 529, 26-6-28 P. 

6,072 

1,400 

4,962 


4,962 

257 

Do 674, 12-11-28 F, 

1,600 

2,910 

2,600 


2,600 

258 

Do 967, 81-0-28 P. 

7,707 

669 

1,724 


1,724 

269 

Do 318, 18-8-27 P. 

* 8,916 

898 

1,906 


1,903 

260 

Do 889, 81-9-27 P. 

4,927 

2,661 

2,148 


2,148 

1 261 

Do 61, 26-1-28 P. 

6,018 

2.602 

2,296 


2,295 

262 

Do 847, 26-8-28 P, 

6,687 

802 

6,687 

P • ft 

6,387 

263 

Do 923, 10-9-28 P. 


10,000 

6,000 


6,000 

264 

Do 8676, 80-12-29 F. 

7,168 

10,000 

9,000 


9.000 

266 

Do 697, 10-7-28 P. 

888 

8,000 

10,000 


10,000 

2CQ 

S. B.’s 6788, 8-12-21 P. 

646 

6,000 

9/)00 


9,000 

267 

P. W. S. No. 940, 17-11-80 P, 



»•# 

4,000 

4,000 

268 

Do 1029, 8-4-21 

7,948 

8,969 

1,268 

• •• 

1,268 

269 

Do 68, 14-1-80 P. 



88,468 

16,600 

1,04,968 
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Uajop Head-G 32-IrFlgatioii 


Worles for the year 1832 Faali. 


OUTEiA,y 

GBANT fob 1882 P. 

8 


Actuals 
to end of 
1880 P. 

Probable 
dnriag 1881 F. 

Work in 
progress 

Work not 
commenced 

Total 

n 

§ 

1 

Reference and remarks 

7 

8 

9 

10 

11 

12 

18 

Bs. 

Bs. 



Bs. 

Bs. 



• •• 


• •• 

1 

■N 

10,614 

10,614 

270 

271 

272 
278 
274 
276 

276 

277 

278 

279 

280 
281 
282 
288 

1 

• • • 

• •• 

• • • 

10,614 

10,614 



• •• 

• •• 

88,468 

27,114 

1,16,582 




mmm 

98,468 

71,561 

1,66,029 



• ■ • 


97,668 

78,882 

1,71,000 



• • • 

• •• 


10,160 ' 
7,420 1 


... 

10,160 

7,420 

284 

286 

C. B. & Socy’s. No. 118, 

22-1-81 P. 

Do 168, 4-2-81 P. 

• •• 

... 

1 

1 

1 


6,000 

6,000 

286 

Do 2148,17-10-81 P. 

• 


17,670 j 


5,000 

22,670 





1 

1 

1 

1 

1 


• • • 

• •• 

... 

Nil 

Nil 



• • • 


• •• 


Nil 

Nil 

. 1 



• •• 

• • • 

• •• 

• •• 

• •• 

1 

1 

1 

1 

1 

... 1 

1 

188 

228 

87 

7 

188 

228 

287 

288 
280 
290 


• •• 

••• 

1 

• 1 

606 

505 




••• 

• •• 

Nil 

Nil 




• •• 

... 

Nil 

Nil 




••• 

17,670 

6,606 

28,076 


• 


••• 

, 1 

... 


Nil 

NU 


1 

«»# 


••• 

Nil 

Nil 







































Maintenance and Kepauvi 
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Pajrt II. — Budget Estimate fm 




a 

•§ 

€ 
• iH 

•S 

Q 


Locality (taluk) 


o 

s 

s 

a 

a 

*«a 


Name of work 


Amount of 
estimate 


Armour 


IS 

ss 

IS 

19 

•S 

IS 

•9 

IS 

SI 

IS 


I 

s 

& 

IS 


291 

292 
298 

294 

295 

296 

297 

298 

299 
800 
801 
802 
808 


IS 


804 

IS 


803 

II 


806 

Kaniareddy 

• • • 

807 

II 


308 

11 


809 

11 


810 

II 


811 

II 


312 

11 


818 

II 


314 

IS 


815 

SS 


816 

IS 


817 

SI 


818 

ss 


319 

IS 


820 

ss 


3*21 

Niziimabad 

• • • 

822 

Kamaroddy 

... 

828 

IS 


821 

Nizamabad 

, , 

823 

IS 


820 

ss 


827 

•s 


1 828 

IS 


1 829 

ss 

1 

880 

ss 


881 

SI 

!!! 

882 

IS 


888 

SI 


884 

ss 


885 

ss 


886 

ss 


887 

Boden 


888 

ts 


889 

• ss 


8j0 

ss 


841 

SI 


842 

If 


848 

tl 


844 

Tellareddy 


846 

If 


846 

«« 


847 



848 


2— IBBIGATION WOBKS CHABGEABLE TO EEVENUE.] 
(a)— Mi^UilTENANOe Alino Bsfaibs. 

(i)— P beiodioal. 

SanetionsA works. 


Vemalakurthri Gauga Nala 
BabhcerabaA Eodc tank ... 

Oomda large tank 
Dharmova large lank 
Goan Tank, Gangasamudram 
Venkaladari tank, Yaniapnr 
Guncgopal Mol kalwa 
Nalla chcru, Ooppiilur 
Chowtpally large tank 
Yauuinpiilly large tank 
Yelgatoor Project 
Kiuninaipally Eibhtapoor tank 
Annapur Jakkal choroo 
Arinoor Ooondla clicroo ... 

Pippory Kudi 1 ank 
Pippoiy BandLi clieroo 
Ooppuhvai large tank 
Kahvaval large tank 
YelJaioddy lai’go tank 
Santliaipclt large tank 
Pedda Mallareddy large tank 
Dhaiinaraopctt tank 
Adloor Tank and cbannal 
Gaigul Tank and Feeder channel 
Antliam pally Abi channel 
Kannapnr dam 
Kamoi'oddy large tank 
I Becbipctt large tank 
Mulhiampett large tank 
Jangapally large t ink and feeder 
Podai eddipett l.irge tank ... 

Mancliappa scrice 
Koimapur Koauluh tank 
I Ramaroddi Dbarmarnm tank 
luiiijiia tank and group ... 

Pongra Pinject 

Chickly lai-ge lank 

Hai'hegcondam large tank 

Bareodpur large tank 

klakuloor large tank 

MuLaraknager tank and feeder channels. 

Amrod inareddy tank ... 

Jaunaiwllv large tank 
Kollady thoor tank 
Dliaj'poplly project 
Dammannapott large tank 
Modai'am tank, Barsi 
Bonswada large tank 
Ibrahimpett largo tank ... 

Belial large tank 
Verney lai'ge tank 
Budroor large tank 
Qovoor patba oheroo 
Bai’eedpur large tank 
Eurthi Abi and Tabi channel 
J ak kapur ehapa oheroo . . . 

Yellaredcli large t:ink 
Lumpsom for other works... 


853 

215 

198 

105 

110 

48 

200 

270 

no 

115 

200 

200 

600 

500 

275 

356 


628 

120 

550 

284 

806 

436 

62 

800 

1,200 

1,611 

214 

820 

600 

8,307 

121 

187 

1,075 

730 

281 

240 

230 

196 

146 

200 

125 

115 

428 

400 

200 

880 

100 

927 

100 

668 

200 

160 

888 

72 

880 

7,764 
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Major Head — G- 82 — ^Irrigatioii< 


Works for thfi year 1882 Fasli. 


Outlay 

Grant for 1882 P. ^ 

Auctuals 1 
to end of 
1880 F. 

1 Probable 
during 1881 F. 

1 Work in ! 

progress I 

- - ^ 

_ - ^ ! 3 , Bcforence and remarks 

Work not ' 

commenced SI 

' * ^ 1 

7 

8 

9 

[ 10 j 11 j 12 18 


« « • 


... 

1 

889 

1 

1 

1 

> 

1 

889 

291 


• •• 

... 

855 

855 

292 




216 

215 , 

298 

• • • 

• 0 • 


198 

198 1 

291 


• •• 

• •• 

105 

105 

295 


... 


no 

110 1 

296 




48 

48 

297 



• •• 

200 

200 

298 



• • • 

270 1 

270 

299 


• • • 

• • 0 

110 

no 1 

300 




115 

115 

801 


• •• 


200 

200 

802 



0 0 0 

200 

200 

808 


• • • 

• 0 « 

600 

600 

801 




600 

500 

803 

• • • 

• 0 • 

. . • 

275 

276 

806 




856 

856 

307 




276 

276 

308 



0 0 0 

023 

1‘28 

809 



0 0 0 

120 

120 1 

310 



0 0 0 

550 1 

550 1 

811 




284 

281 

812 




806 

806 

313 




456 ' 

456 

814 




62 

62 

815 


0 • • 


800 

800 , 

816 




1,200 

1,200 

817 


• • fl 

0 0 0 

3,611 

1,611 

81S 




214 

211 

819 



000 

H20 

820 , 

820 



0 0 0 

500 

600 1 

821 




8,807 

8,807 , 

822 



0 0 0 

121 

121 1 

828 



0 0 0 

187 

187 1 

824 



... 

1,073 

1,073 

825 




760 

750 1 

826 




281 

281 1 

827 




240 

240 

828 




250 

250 

829 




196 

196 

880 




146 

146 

831 




200 

200 

882 




126 

126 

888 

• • • 



116 

116 

884 




428 

43K 

885 




400 

400 

886 




200 

200 

887 




880 

880 

888 




190 

100 

889 

••• i 



927 

927 

8i0 




100 

100 

841 

• •• 



66b 

568 

812 

t • t 



200 

200 

848 


;;; i 


160 

150 

814 




888 

K88 

846 

• 



72 

72 

846 

• •• 



880 

880 

847 

« «• 

i 

• ** 1 

1 


7,764 

' 7,764 

j ’ 

848 


84 


Past II . — Budget Eatimaie 


Amount of 
estimate 



2. IRRIGATION WORKS CHARGEABLE TO REVENUE, 
(a) — Maintenance and Repairs. 

(i)— P eriodical. 

TVorfte awaiting sanction. 


Total 


Nizamabad 


Armoor 


Armoop 

Boden 

Armoor 


Kamareddy 

19 

Nizamabad 

99 

Boden 

Yellareddy 

Boden 


Kamareddy 

Armoor 


v Kamareddy 
: .'iKliamabad 

••■fA--'-'- '-'it'’ ■ 




(ii) — S pboUL. 
Sanctioned works. 


849 Baredpnr large tank 
860 Bllamma cheroo, Kondoor 


Woj'fts awaiting sanction. 
Goan tank Komanpally ... , 

There tank Yedpally 
Patba oheroo Gattn konapnr 


fi. E. 4,582 


Total 



864 Lumpsum 


(iii)— OOCABIONAIi. 


Total ... 


Total .. 


Total (a) — Maintenance and Repairs ... 


(6)— CONSTBtiOTIOK. 

Obiginal. 
Sanctioned works. 

365 Dharmasamudram tank, Pondurthy 
866 Large tank, Thalmadla 

857 Annareddy tank, lylapur ... 

858 Lai'ge tank, Malangi 

869 Modugn chei'u, Sangajipett 

860 Pedda oheru, Tirmalapur ... 

861 Boden Belial tank and channal 

862 There tank, Penta Kalan ... 

868 Batanji tank, Sirwapoor ... 

864 Gajalwani cheru, Bajampett 
866 Large tank, Lohora 


TFo7'ks awaiting sanction. 
Patha oheru, Yatobarnm 
Polly cheru, Nialkal .., 

Channel tinder Kanjira large tank .. 

Kotha cheru, Gotroor .. 

Darner pbnta, Pagodapally ; > .'. 

Patxmm tank/Rhayanipptt^^^^^^^ '4 
.Edaia'pheruV:Sjadpalliv y. 


Total 




10,868 

7,210 

4,606 


10,000 


2,806 

4,116 

7,270 

8,8CS) 

10,840 

20,220 

1,28,000 

2,400 

9,720' 

4,816 

2,766 


28,477;-; 

9,^0^> 

; 46,4^:; 

. 28,6814 

4, 4041.84 












Tories for the year 1882 Fsksli. 


Major Head-^G 32.— Irrigation. 


OUTIiAY 


Actnals 
to end of 
1880 F. 


Probable 
dnrinR 1881 F. 


GEANT fob 1882 F. 

Work in 
progress 

Work not 
commenced 

Total 

9 

1 

. 10 

[ 



1,000 

698 



2,000 

8,000 

6,000 

” 8,000 
8,000 
16,000 
2.o6c 

8,720 

2,816 

1,266 




10,000 


10,000 


44,847 


10,000 


10,000 


47,169 


806 

1,116 

2,270 

8,600 

7,840 

12,220 

70,000 



Beference and remarks 


849 C. E. 7884, 22-9<18 F. 
860 Do 22/10 9-10-21. 


862 Under disposal in S. E's. Office. 
868 Do 



866 C JS. d; Secty’s. No. 288 28- 11-21 

866 Do 246, 29-11-2X. 

867 Do 842, 20-10-80 F. v 

868 Do 2292. 26-10-81 F. 

869 Do 580, 28-4-81 F. I 

860 Do 608, 6-8-80 P. .■ 

861 H.E.H. 6th Moharam 1840 H. T 

862 C.E. & Secty’s No. 607, 7-2-22. i 

868 Do 970, 28-8-22. « 

864 Do 1770, 14-9-81 F.j 

866 Do 1800, 19-9r81 F. f 


Under disposal. 

^ ■ '.-Db: 
.■•;'v'''Do..7' ■: ■ 

. -"Do- ■■■■-, 
■■"■■■'. .Do--' •■. 

■■/•■ ■Do-- 
•■■•Do ' ■■ 
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Pabt II — Budget Estimate /a 


j § j Locality (talak) 


Name of work 


Amoxint bfr 
estimate 



1 (o) -IBRIQATION DEPARTMENT BUILDINGS. 
OONSTEUCTION. 

Sanctioned works. 

Nil. 


Works awaiting sanction. 
Nil. 

PBBIODICAIi Rbfaibs. 
Sa/netioned works. 

Nil. 

Works awaiting sanction. 
Nil. 


Total 


Total 


Total 


Total 


Total 1 (a) — Irrigation Department Buildings 
1 (6)— COMMUNICATIONS. 

Nil. 

Total 1 (b) — Communications 


Mudhole 

... 878 

)» 

... 874 

»» 

... 876 

Janwada 

... 876 

Kaqdaba? 

877 

ft 

... . 878 

Hudgaon : 

... 879 

Degloorf / . 

... 880 


■■-'881 


/.;■ 88a'-^ 


2— IRRIGATION WORKS CHARGEABLE TO REVENUE; 

(a) — Maintenance and Repaibs. 

(i)— P ebiodical. 

Sanctioned works. 

Karkhalli large tank 
Sirala tank and channel 
Jalal and Pental tank 

Tbadakal large and small tanks ... .... 

Pangra laa'ge tank ... ... 

Eerbda large tank . . ... ... .. . , ;i. 

. 'Manatha large tank; ■ . ...• • 

Reddy oheru Chota Kodapgal : 

■ ■ . BathinAheru Ghota •' Eodapgil:> 

> .Lonotpsam for;bthet' wori»: / v:;; 


'mm- 




^ Av ■ “".r. .*■ '■■■■' i J ■■ , 


■ -H- 













Major Head— 82— ^fiprigation. 


Y^arksfcyr the year 1832 Fasli 
i’ OUaJIiAY ■ 


Actuals 
to end of 
1S80 F. 


Probable 
during 1831 F. 


GbaKT fob 1882 £ 


Work in 
progress 

Work not 
commenced 

Total 

9 

10 

11 

1 1 

, 1 

1 


Reference and remarks 

















Original Maintonoinoe and !Repairs 
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Part EstwnatQ fof 


■s 

tS 


§ 

*sl 

OQ 

• r-l 

Q 


Locality (taluk J 





I 


Degloor 


2 lEEIGATION "WORKS OHAEGEABIiB TO RIIi'VBNUeI 
(a) Maintenance and Repatbb , 

(li) SPEOIAIi. 

SancHoiied works. 

Nil 


Total ... 


88S 


884 


Works auaiting sanction. 
Biobkonda Ghowdri tank 


Total ... 


{Hi) Occasion At. 


Lumpsum 


Total ... 

Total (a) MaintWnoe and Repairs 

(6) OONSTEUCTION. 

OBIorNAL. 


Rs. 


6,794 


6,000 


Sanctioned works. 


Mudhole 


885 


Sindigaon large tank 


6,220 


Mudhole 

Janwada 

Mudhole 

49 

»4 

Degloor 

Mudhole 


Total 


TFor&s awaiting sanction' 


886 

887 

888 

889 

890 

891 

892 


Beebi tank, Abdullapur 
Lodagaon lank 
Deendar Khan Athkoor ... 
Thoorka tank Eoyi 
Kotha oheru Bbattipally ... 
Large tank Fathullapur 
Bhysa large tank 


6649-7-6 

18,005 

16,054 

6,460 

8,879 

28,710 

8,000 


Total ... 
Total (6) Construction ... 
Total (2) Irrigation Works chargeable to Revenue (a) & (5) 

Total Nanded ... 

Total Niaamabad and Nandad Divisions 



1 (o) IRRIGATION DEPARTMENT BDILDINQB 
CONSTBtrOTION. 

Sanetioned works. 


888 

894 


Sub-Overseer’s Quarters at Ahindapoor 
Supervisor’s Quarter at Ibrahimpatam 


«*« 




1,610 

8.409 


Total 





39 Major Head — G 32 — ^Irrigation. 

/or ills 2 /ear 1832 Fasli. 


OCraiiAT 

GBA2IT FOB 1832 P. ' 

1 

a ' 


Actuals 
to end ol 

1380 F. 

Probable 
daring 1881 F. 

Work in 
progress 

Work not) 
commenoed 

Total 1 

1 

§ , 
5 1 

S 

1 

Iboioienco and i*ein<uk£> 

7 

8 

9 

10 

11 ! 

1 

12 1 


Bs. 

Bs. 

Bs. 


Bs. 

1 





Nil 

Nil 



• « • 

... 

■ * • 

Nil 

Nil 




• • • 


6,474 

6,471 

883 



9 • • 

• * A 

6,474 

6,474 



• •• 

• • « 


6,000 

6,000 

884 


• « ■ 


... 

5,000 

6,000 




• • • 


18,749 

18,749 



« • « 

2,000 

8,220 


8,220 

885 

0. E. and Secy’s. No. •}03, 



8,220 

... 

8,220 


XJa'~0"0 A C m 

8,940 

« • • 

1,737 

■V 

6,000 

1,767 

3,000 

886 

887 

888 

889 

890 
, 891 

892 

Under disposal. 

• • • 

• • • 

1,767 

6,000 

6,757 



• •• 


4,977 

5,000 

9,977 



• •• 


4,977 

18,749 

28,726 




• »< 


18,749 

28,726 





1,26,609 

78,491 

2,06,000 




filO 

1,409 

1,000 

2,000 


§1 

898 

894 

j 

0. B’s No. 2,067, 9-10-81 F. 
Do 2,059, 9-10-81 F. 

1 


8,000 


8,000 












PaBT II — Budget Estimate ^oA 1 


Locality (taluk) 


Name of '^ork 


Amount of 
estimate 


1 ‘ a 


Kaltii.v4ooi 

»> 

Biis'ath 

Kiloi)j-,ooi* 

AndolP 

Mpdak 

SiJilinoti 

SI 

Si.ldipclt 


13 

Andolc 


1 {a) IRBIGATION DEPARTMENT CDILDINQS, 

Con«;truction. 

Worha awaiting sanction. 


09G i 

Do 

do 

do 

Thui lualakhanapoor 

;i07 

Do 

do 

do 

Ibiabimpatam 


Do 

do 

do 

Sangareddy 

, 1109 

Do 

do 

do 

Andole 

400 

Do 

do 

do 

Medak 

, 401 

Do 

do 

do 

Siddipett 

lOti 

Sub-0\i‘rseor' 

'b Quarters Ibrahimpatam 

1 100 

Second ClabS lubpecti 

m Bungalow at Jeodimetla 

101 

, Do 

do 

do 

Siddipett 

1 40.*) 

' Do 

do 

do 

Gudigondla 

1 400 

' Do 

do 

do 

Vonkatapoor 

. 1 407 

Do 

do 

do 

Taikmal 


iMcd.ik 


Andole 

cs IS 

fiuidlliott. 

I IL lamooi 


Pebiodical Sbpaies. 

Sanctioned itorks* 

R. D. 0*fa office and qiiirters at Medak 
Inspection Bungalow at Akannapett 
Sunwor’s Quai*ters at Kistapoor 
Inspootion Bungalow Andole , 

Do do Sliankarampett 

Do do Ahendipnr 

Divisional Engineer’s office at Sangaieddy (new) 
Do do bungalow at Sangareddy 

Do do oihee tbt S ingareddv (old) 

Sub-Di\isional Officer’s Office at Sangaieddy 
Do do Quarters at Sangareddy 


Total 


TFoj/iS awaiting sanction* 
Nil 


I IMoiUik 
Kalapgoor 


>1 

Audole 


Bagalli 


Total 1 (a) Imaation Depariment Buildings ... 
1 (6) COMMUNICATIONS. 

I Ntl 

Total 1 {b) Commnnioationa ... 

l2— miUGATIONYTOEKSOHAEGBABLE TO BBVBNUE. 

(a) Maintenakce and Ebpaihs. 

' (j) Pebiodical. 

I Sanctioned icorka. 

119 Mabboobnahir Project 

420 Mulkapui Jaifje tank and foedei* 

421 I Anantlia Sagar lank and feeder 

422 Oanga Katwa 
428 ] Andolo laige tank 

421 I Channels under Sangoopett large tank ... ..J 

42*1 Ibruhimpatam tank and channel 
42G F. of Sugar Joedimutla ... 

427 Lumpsum for other vrorks 


6,600 

2,500 

161 

1,200 

860 

400 

760 

680 

18,709 


Total ... 


Works ateaiimg aanetioii. 
Nil 


Total ... 
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Major Head — G 82 — ^Irrigation 


7foi ks for the year 1332 Fasli, 


















Original. MaintoDauce and Repairs. 


Pabt H-^Bu'lget Estimate for 


Locality (taluk) 

u 

a 

1 

§ 



Name of work 

Amount of 
estimate 


S 

s 





' :3 

j 

4 



5 

6 


Hcdak 


Siddiiiet 


Diisiilli 


An<lol<‘ 


Siddipott 


iledak 


Bagath 

Siddipott 


Eaiapgoov 

Axtdolo 


2 IimiGATION WORKS CHAEGEABLE TO EE VENDS. 

(a) Maiktenancb and Ebpaibs. 

j (ii) Special. 

I Sanctioned worts. 

Thimaipally oora Chcroo E. B. 

I Oora Ghproo, 'WadiyaTOm 
B.inila po'-'iap.illy Baslieor T.ank 
I YoILiikal Palafeamudram Tank 
QndnLondla Kamaluyja CheiTu 
AiiHanp.illy Pcila Ohonoo 
Srra <*beri.’oo, Siddipel ... 

' Dnday Bruimma choroo 
I Naiayenraopel ItlalkaoLcroo 
, Juday Ena clicioo 
Kont..U CLcroo, Siddipct 
iindody Bagasamudi'<>m tank 
I Batubiiigaiajn JafTurgoodam 


Total 


TP'or/iS aicaitinq saitation, 

Komati clicroo Koinuti Saugarcddy 
riii]Ia£)cJiCil I'odda cLcrou 
llaiikala l.'rijo tank 
ICu'.uugi Masaopalls tank ... 

Alotbui ooia cliciao 
J J’gaon Nalla cUeroo 
Naiujomaopeit pcdda choroo 
ilusjidpally Bo,\auna choroo 
Zaplhi uiiicharaiu Nalla cheroo 
Gudkondla Ivainalajya do 
Tlud.iki><iil\ o(ii acheroo ... 

Kondapak Anuaiiddy chcioo 
Jangapally Nalla choi 00 ... 

Rtinpoor Podda choroo 
Akkannapctt Kotha cheroo 
Yeldooi'thj' Naisaj ya cheroo 


Total 


(Hi) Occasional. 


157 Lampsain 


Total 

Total (a) Maintenance and Eepairs 
(6) Construction. 

Original. 

Sanefioned worts. ‘ 


Jimgaon Mnlka choroo 
Dilialtwor ooro cheroo 
Koda]>ak Pothareddy choroo 
Gudikondla Pedda cheroo ... 
Thiman cheroo Eoklapoor 
fiamanjapally Emmi ohcroo 


8,380 

9,646 

7,860 

7,800 

6,328 

H ,088 

8,644 

8,875 

18,600 

4,121 

89,600 

4,996 

10,460 


21,619 
9,618 
1,900 
84, S 86 
6,710 
6.000 
9.898 
9,980 
28,100 
6,826 
8,444 
9,726 
4,280 
4,660 
4 949 
2,318 


16,000 


92,890 

10,778 

7,620 

9,661 

4,860 

9,816 


Total 
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WajoF Head— G 82 — Irrigation 


WorTcs)or the year 1382 Fasli. 


Outlay 

GBAMT fob 1882 P. 

J 

1 

Tieforonoe andremcirks 

1 

Actuals 
to end of 
1880 P. 

Probable 
daring 1881 P. 

Work in ^ 

progress 

1 

Work not 
oommenced 

Total 

Q 

s 

a 

a 

Cl 

’ 1 

8 

9 

10 

11 

12 

18 

1 

1 

* 2,106 

4,198 

2,000 


2,000 

42R 

S. E’a No. 1811, 25-1-21. 

462 

6,188 

4,000 

... 

4,000 

429 

0. B’s No. 342, 13-7-30 P. 


8,000 

4,000 

••• 

1,000 

180 

! . 

No. 810, 20-10-30 P. 

• •• 

4,800 

8,000 

... 

3,000 

131 

»» 

No. 779, 11-10-30 P. 


• •• 

* • ■ 

8,000 

3,000 

482 

9f 

No. 2290, 26-10-31 P 


• •• 

• •• 

3,500 

3,500 

133 

ft 

No. 2280, 23-10-31 P 

« • « 

2,600 

1,000 


1,000 

434 

it 

No. 916, 6-11-80 P. 

• • • 

• •• 


2,000 

2,000 

13,6 

u 

No. 2011, 7-10-31 P. 

12,470 

2,600 

t,oco 

... 

1,000 

430 

»• 

No. 817, 18-4-30 P. 


• •• 

V • « 

2,000 

2,000 

187 

l> 

No. 1634, 30-S-31 P. 

• •• 

4,600 

6,000 

• •• 

5,000 

48« 

II 

No. 3388, 21-11-211 F 

• •• 

••• 

• •• 

2,300 

2,600 

439 1 

II 

No. 1508. .80-8-81 P. 

• «« 

6,460 

6,000 

• •• 

5,000 

110 

II 

No. 810, 20-10-30 P. 

• •• 

• ■ • 

81,000 

18,000 

41,000 

1 






■s 


111 








142 








118 








441 








445 








UO 







1 

447 




• • • 

... 

10,149 

10,149 

448 

149 








460 








451 






i 

1 

452 






1 

1 

1 

468 







1 

464 







1 

455 






J 


46G 



■ • • 

• • • 

... 

10,149 

10,149 

1 






16,000 

13,000 

467 



• « • 

• ■ • 

... 

16,000 

16,000 

L 




... 


81,000 

69,860 

t 1,00,860 






1 

1 

26,000 

i 

26,000 ^ 

^ 468 

0. E’ 

s No. 493, 27-6-80 F. 

866 

"* 6,407 

4,000 


4,000 1 

460 

If 

No. 2818, 11-8-29 P. 


4,020 

8,600 


8,600 

460 

If 

No. 778,11-10-80 P. 

84 

2,200 

4,000 


4,000 

461 

II 

No. 14, 18-1-80 P. 


8,850 

1,600 


1,600 

462 

It 

No. 678, 14-0-21 P, 


8,000 

8,600 


8,600 

468 

II 

No. 1961, 27-0-81 F. 



16,600 

26,000 

41,600 






Part II — Budget Estimate for 


Head 

Division 

Localili-v (taluk) 

Item number 

Name of work 

Amount of 
estimate 

1 

2 

1 8 

1 

4 

5 

6 





2 lERIGATION WOEKS 0HABGEABLE TO EEVENUB. 






2 (6) CONSTBUOTION. 

Eb. 





OslGIirAL. 






WVw’fts aioaiting sanction. 




Kalapgoor 

464 

Mominpett Project 

8,50,000 

a 


Siddipett 

465 

Tappalkhan oheroo Tusiki 

25,868 

.3 

■g 





to 

A 




Total 

• • • 

° 1 




Total (6) Construction 


1 




Total 2 Irrigation works ohargeable to Eevenue (a) <6 (6) 

• •• 





Total Medak Division 






1 (a) lEBIGATION DBPAETMENT BUILDINGS. 






OOHSTEUCTION. 






Sanctioned worjts. 




Ndgarkuinool 

46G 

Sub-Divisional OCBcoi-’s Office & Quarters, Nagarkurnool 

17,000 



Mabbnbnagar 

467 

Divibional £ngincei*& Office at Mabboobnagar 

18,830 



Amrabad 

468 

Supervisor’s Quakers at Acbampett 

8,840 



Paigy 

469 

Do do PnrgA 

8,810 

d 

o 


Kalvakurthi 

470 

Do do Kalvakurtbi 

8,286 

"S 

53 

U 




Total 


f 

a 




Worhs auaiting sanction. 


o 








Mahboobnagar ... 

471 

1 Divisional Engineer’s Quarters at Mabboobnagar 

17,400 


c: 

CO 

p 



Total ... 

... 

1 

1 

1 

o 



Pekiodical Efpaies. 


1 

1 

■i 

■2 



Sanctioned tcorlcs. 


2 

1 ' 

Mabboobnagai 

472 

Dbarmasala used as Divisional Engineer’s Office 

58 



•s 

478 

Tiiigdtion Engineer’s Office 

85 

Pt 

o 

1 

>9 

474 

Inspection Bangalow at IMoosapott 

188 


1 

If 

476 

Do Koil Konda 

188 

ej 


>9 

476 

Do Raicoda 

188 

c» 


Muktal 

477 

Sub-Divisional Officer’s Office and Quai*ters at Muktal 

1 115 

o 

'S 


Nagaihurnool 

478 

Do do at Nagarkurnool ... 

89 

P4 




Total ... 

... 





Works anjcaiting sanction. 






Nil. 

... 

1 




Total 1 (a) IiTJgation Department Buildings 

... 

§ 




1 (6) COMMtJKICATIONS. 


1 




Nil. 

... 

... ^ ^ 




Total 1 (a) Communications 
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Major Head — G 32 — ^Irrigation 


Works for the ye<vr 1382 Fasli. 


Outlay 


Anotnals ^ 
to end of 
1880 F. 

Probable 
during 1881 F. 

7 

1 ^ 

Bs. 

Bs. 


























Alaintenance and Bepairs. 


4G 


Paet II . — Budget Estimate for 


1 

m 


§ 

:s 

s 


a 

8 

,a 

M 

I 


MaLboobnagor 


Locality (taluk) 

Item number 

Name of work 

Amount of 
estimate 

8 

4 

5 

6 



2. IBRIQATION WORKS CHARGEABLE TO REVENUE. 

Rs. 



(a) Maxntenanob and Bbpaxbs. 




(i) PEBIODIOAIi. 




Scmciioned works. 


Mabboobnagar ... 

479 

Moosapett project 

1,928 


480 

Potbalmadgu project 

680 


4dl 

Vernal Elban pedda oberoo 

104 

99 

482 

Molgira Thalpin wagu and Sadi oberoo ... 

200 


488 

Devar Kadra large tank ... 

800 


484 

Kondoor Locasamudram tank 

200 

Muktbal 

485 

Ootkoor tank and channels 

500 

1) * ** 

486 

Jajapur tank and channels 

200 


487 

Madaram Thoor tank 

800 

Pargy 

488 

Tbargallapally Mangal cheroo 

200 


489 

Mabmadabad Mulka cberoo 

212 

Kalvaknrty 

490 

Yaljal Sabadevi samudram 

800 

Nagarkamool 

491 

Desapally Tbelkapally tank 

808 


492 

Kesari Samudram tank 

660 

SI • • • 

498 

Marapally Kaveramma tank 

226 

IS • • • 

494 

Neorlapally Narkulamma tank 

600 

Amrabad 

495 

Billakal Basool tank 

800 

Ealvaknrty 

496 

Shakapur Oora cberoo 

160 

Mabboobagar 

497 

Kurvi largo tank 

206 


498 

Lumpsum for other works • 

12,087 



Total ... 

• •• 



Works aivaiting sanction. 




Nil 

... 



Total ... 




{ii) Special. 




Sanctioned works. 



it 

n 

99 

91 

99 

99 

9 » 

»> 

99 


Makthal 

91 

19 


9» 

9 * 

it 


I 


Mabboobnagar 

19 

Pai^ 

It 


9 99 

999 
999 
9 99 ' 
9 99 

••*i 

999 

99 


499 

500 
601 
602 
608 
604 
506 
506 

607 

608 

509 

510 
611 
612 
619 
614 
616 
616 

617 

618 
619 
820 
621 
622 
628 
624 
626 
626 

627 

628 


IvnmmiU'v.mi coonta Goondiyal B, B. 
Oura cheroo, Kollilabad ... 
Humabamudi’nm tauk, IbrLiimabad 
I’edda cbeioo, Hanwoda ... 

Pcdda oberoo, Pedda Mamaddy 
Wadla'vrani cooutiaiSoovamm 
Baatavani coonta, Malkapnr 
Oora oberoo, Parapallj’ 

Sbankor cbei oo, Ibrahiinabnd 
Egla coonta. Goondiyal 
Somraja coonta, Tonkera ... 
l^nrmaln coonta, Pai'apally 
Varila coonta, I^mapar ... 

Nalla chcroo, Ponmakal ... 

Obaipally oberoo do 
Pedda cberoo, Tenkora 
Piilreddy coonta, Dasorpally 
Yeiikamma cboroO) Thalaukerry 
Pedda cheroo, Thippaiaspally 
Large tankiYanlri’ 

Pedda oberoo, Kondapur ... 
ludpoor Desai tank 
Pedda obei’oo, Faria 
Needkoorthi, Thoor tank ... 
Mohammad Hasain oberoo, Moddigatla 
Gamdi oboroo, Lingampally 
AQtha,vya cheroo, EothapaUi 
Oroa oberoo, Bangommagooda 
Gompal cheroo, Magilgidda 
Sondipoor Pernmalla oberoo 


8,289 

6,314 

9,516 

7,900 

6,880 

2,012 

2,740 

2,280 

8,468 

2,199 

1,902 

1,680 

1,420 

6,860 

11,048 

6,820 

1,720 

16,869 

6,114 

10,828 

4,890 

10,720 

•7,200 

6,810 

8,226 

8,182 

9,866 

8,860 

9,607 

6,680 
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Major Head— G 32.— Irrigation. 


ilii7orA:s for the year 1832 PaaM. 


OTJTLA.T 


Actuals 
to end of 
1880 P. 


Probable { Work in 

during 1881 F. i progress 


Gbant fob 1882 F. 


Work not 
commenoed 



700 

1,000 

600 

6,168 

699 

402 

680 

420 

8,860 

1,801 

2,820 

720 

7,869 

1,114 

2,994 

888 

8,492 

8,160 

2,810 

4,226 

1,182 

6,866 

6,800 

8,866 

8,680 


1,928 

680 

104 

200 

80C 

200 

600 

200 

800 

200 

212 

800 

808 

660 

226 

600 

800 

160 

205 

12,037 



1,928 479 

680 480 

104 181 

200 482 

800 488 

200 484 

600 485 

200 486 , 

800 487 

200 488 

212 489 

800 490 

808 491 

660 492 

226 498 

600 494 

800 496 

160 496 C.E’s. No. 409, 1-4-81 F. 

203 497 Do do 

12,087 498 


19,449 




S. B’s. No. 1,088. 11-4-21 
e.E. & S’s.No. 8601, 1-12-29 P 
Do 8681, 80-12-29 P. 

Do 8664, 29-12-29 P. 

Do 1968, 27-9-81 F. 

Do 82, 1-11-20 P. 

Do 126, 9-11-20 P. 

Do 3481, 8-8-20, 

Do 612, 7-8-80 P. 

S.E’s. No. 1884, 20-8-22 
e.E. &, S’s. No. 788, 11-7-21. 

Do 742, do 
Do 760, 17-7-21. 

Do 917, 6-11-80 P. 

1 Do 830, 20-10-80 F. 

! Do 969, 21-11-80 P. 

Do 987, 1-9-21 F. 

S.B’8. No. 2276, 18-6-21. 

Do 1870, 80-8-21. 

Do 4662, 26-9-21. 

O. E.&S’b.No. 823, 28-1-21 
S.E’s. No. 668, 10-2-19. 

P. W.S. No. 768, 19-0-27 P. 
G.B. & B’s. No. 888, 20-10-80 P. 

Do 172, 10-2-81 P. 

Do 274, 8-12-21. 

Do 899, 26-8-81 P. 

Do 467, 17-4-81 P 

8. E's. No. 1882, 20-8-22. 

C.B. S’s. No. 771, 11-10-80 P. 
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Part II. — Budget Estimate for 



Amount of 
estimate 


Kalvakurthy 


Naijarkarnool 


Amrabad 


Naaaikarnool 
Amrabad 
|j Pamy 

t 

o Maliboobna^ar 


Puvgy 


2. IRRIGATION WORKS CHARGEABLE TO REVENUE. 
I (a) Maintenance and Bbpaies. 

! (ii) Speciaii. 

I Sanctioned ttKW’fts— (oontd). 


Pedda oheroo Paddakal 
Thonimasnndatam tank Folkaxnpally 
Thdkkallapalh Ohinna Roddy tank 
Chowdeivalh Thnpathy oheioo 
Kalkunda Oora clicioo 
I Nalla cheioo, Saddakai 
Chowfca eboroo, Indrik.al 
I Paiwathapoor Bc&ervoir 
Kotha ebeioo Thaddoor 
Nagnla cheioo, obeila Itikal 
Nalla chcioo Narikal Ft. E.... 
Ramamma ohorioo, Gntta Kodoor 
I Cliandapcur N<i,kkal chcroo 
' Kondamngal Lingabainudram tank 
Bilkikal Rasool tank 
' Amainhad Pedda choroo ... » 

BalinoorOoia cberoo 
Gang<amma cboioo, Tadniedd’pallj 
I R.>mabaniudi.un tank, K.adauiaugai 
Ocaa obc*io)atul cbinnol Gadtbiial 
Tliii'imaya cbcioo, Kazipai 
Pedda clieioo &[itt.i Kudoor 
I Ven]i:.ittama>ta cberoo, Imbiahimabod 
I klupa oboioo Cbii>n<aDi<iugal cbeioo 
I Mysnmma cbotuo, ILidooi 
Gandiya] Cb.uidaniina choioo 
Tjodb>nagai’, Kasula cboioo 
Goppi cboioo, Cbmna Naimal 
Milamnia cboi.to Kulkachcila 


Total 


8,519 

8,885 

17,480 

11,620 

12,900 

8.980 
8,900 

80.570 

5,184 

8,879 

l,a94 

7,780 

8,626 

4,108 

66,759 

12,200 

7,062 

6.980 
8,890 
5,200 
5,620 
4,677 
6,000 
7,445 
9,070 

10,114 

18,470 

7,080 

4,175 


Mabboobnagar 


1* 

Muktbal 

...1 600 

Kalvakurthy 

... 601 

Maikhtal 

... 662 

12 

... 568 

Nagarkarnool 

... 064 


... 066 

Ami*abad 

... 666 

ff 

... 667 

%% 

... 668 

Ealvakurthi 

... 669 


Worki awaiting aanetion, 

Bhairawnni ebcion, podda Mnngal cbed 
Pollj Obov’ta cheioo Baludpally 
Paiapalh Pedda Jc]imma cberoo 
Vernal Khan cbeioo 
Lutoh.imma cbeioo, Lutcbmipally 
Gnnta cberoo Aoaaalanipally 
Oolobella Cbnkiah pully tank 
Oora choroo, Gaddampally 
Lokebhwaram Tank 
Gmjal tank 

Authoni cberoo, Annina Sagar 
Gollawani cberoo, Godigampally 


(ui) OCCASlONAIi 


Total 


6,973 
10,145 
16,188 
19,893 
8,540 
9, ICO 
6,280 
4,225 
4,188 
2.200 
6,426 
7,946 


Lompsam 


10,000 


Total 




Major Head — G 32 — ^Irrigation. 


TPbrAs for the yew 1882 Fasli, 


OUTIiAT 

Aotnals 
to end of 
1880 P. 

Piobablo 
during 1881 F. j 

7 

8 1 


GBA.KT FOB 1882 F. 


Work in 
progress 



8,000 ' 

8,970 


8,000 , 

6,885 


8,000 ' 

9,480 

1,900 

2,000 1 

7,260 

4,943 

6,000 

1,961 


2,000 

1,9J0 


1,900 

2,000 


6,000 

10,000 

600 

2,000 

2,6b4 

877 

800 

2,702 

1,691 

2,000 

908 


8,000 

4,730 


2,626 

1,000 


2,000 

2,108 


10,000 

16,000 


4,000 

5,000 1 

2,062 

< 4,000 

2,000 

t,980 

, 2,000 

1,890 , 

' 2,200 

3,000 I 

2,677 

2,000 

8,000 

3,000 

2,446 

8,000 

8,070 

5.000 1 

1 8,000 

6,000 

3,080 

' * 8,000 

2,176 1 

2,000 


Work nob 
commencod 


Total 


8.000 


1,78,H02 


5,000 


11,000 


Befei’ence and remarks 


■ 

0,970 

529 

S.B’s. No. 1208, «-4-22. 


550 

& S*'*. 

No 650, 17-8-30 F. 

9,ts0 

581 

P.W.S. No. 

102, 25-6-30 F, 

7,260 

582 

C.E, & tt’s. 

, No. 689, 15-5-81 P. 

l|95l 

688 

P.W.S. No, 

. H73, 2 9-28 P. 

1,980 

584 

a B. (fc No, 125, 5-11-21. 

2,000 

585 

Do 

1095, 23-12-19. 

10.000 

58G 

F. D. No. 

405, 5 5-29 P. 

2,G84 

587 

S.B’s. No. 

2080, 25-6-21 F. 

2,702 

588 

Do 

2701. 15-6-21 

908 

589 

O.B. & S’s. 

No. 762, 17-7-21. 

4,730 

540 

Do 

624, 7-8-80 P, 

1.000 

541 

Do 

650, 21-8-10 

2,103 

542 

S. B\. No. 

4898, 4-10-21. 

16,000 

518 

H.E.H. Pumau, 17-10-40 H. 

5,000 

5J4 

C. B. SV. No. 240, 26-2-81 P. 

4,000 

545 

Do 

57b, 12-11-38 F. 

4,030 

546 

Do 

liO, 4-2-31 P. 

1,890 

647 

Do 

542, 31-1-22 

3,000 

548 

Do 

673, 18-6-81 P. 

8,000 

549 

JDo 

1087, 8-7-22. 

2,000 

660 

Do 

701, 18-2-22. 

3,000 

561 

Do 

640, 10-6-81 P. 

8,000 

662 

Do 

844, 12-6-81 P, 

6,000 

650 

Do 

6;*.2, 10-5-81 P. 

6,000 

I 564 

Do 

745, 27-6-31 P. 

6,000 

666 

Do 

1962, 2-7-22. 

8,000 

666 

Do 

628, 10-6-81 P. 

2,000 

657 

Do 

872, 16-3-22. 


1,89, S02 


558 Under di^po^al 

559 Do 



\ 

J 

2,861 

1 

J 

j 560 Do 

1 661 Do 

662 Do 

2,951 368 Do 

1 364 Du 

665 Du 

1 666 Do 

567 Do 

668 Do 

369 Do 

1 


2,851 

2,851 1 

1 


10.000 

1 

10,000 1 570 

mmm 

10,000 

10,000 

1,78,802 

43,800 

2,22,102 

1 1 


wmiaalalopB Periodical Bepairs Coubtruotion Oiiginal ^ Head 
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Part M.—Btidget Estimate for 


S Locality vtaluk} 


of woik 


Amount of 
estimate^ 


« < Nagaikupuool 

S 1 aVmrabacl 

tS i »> 

« Pargy 

3 1 


Yadeju 

Kodaiigal 


2. IHKIGATION WOBK8 CHARGEABLE TO REVENUE 
(6) CONSl’ECOTION. 

Grime 4j<. 

Sfinttioned u'orLs. 

I NcerlapiUly Naikiilamma tank 0. S. 

Linpal Pathapur tank 
Lingal Chinaraynn cLeioo... 

Vonkatarocldi Gun«li cheioo 


1 Voi 7.8 aiiaitniy sanction. 

Nil 

Total 

Total (6)— Constinction 

Total 2 Ji ligation woiks chaigoablcto Revenue (a and b) 

Total Mahabnbnagai Division 

1 ta) IRRIGATION DEPABTJ^BNT BUILDINGS. 
CONSniUClIOE. 

Sanctioned works. 

I 2iid Class InspcoMoii Bungalow at Killeukeii*y 
liib])cotiun BungaloM at Bomiaspet 


Total 


Works ateaitiiig sanction. 
Nil 


84, on 
9,640 
9 280 
4,020 


r3 

ZJD 

a 

Gulbarga 

1 

... oil 

O 

Yadgir 

... 578 

If 

... 579 


•1 

.... 5b0 


ft 

...| i>«l 

! 

99 

. . 582 


Tandur 

... 588 


99 

... 584 


^ Yadgir 



Eodainga] 

... 580 

1 


Periodical Repairs. 

Sanctioned wotks. 

DiMsional Enginoei'b oUice and bungalow 
lubpection Bungalow at Kurney 

Do llattikerry 

Do U]lapui‘ 

Sub-Dirisionnl otfieei'b quaiteib and office at Yadgir 
Taluq officer’s quaiters, Yadgir 
Sub'Divisioual oilioer’s office and quaiters at Tandur 
luspeotion Bungalow at Mallorcddipally ... 
Tliasildar’s quarters, Shorapur 
Taluq officer’s quarters, Kedangal 


Works atvaiiing sanction. 
Nil 


Total 


Total 1 (a) Irrigation Department buildings ... 
1 (6) COMMUNICATIONS. 

Nil 

Total 1 (6) Communioatiems ... 


61 


tfajor Head — G 32 — ^Irrigation. 


"^orTts for ihe year 1882 Fasti. 


Outlay 

' Grant for 1832 P. 

S5 







pJD 







a 


AotuaJs 
to end ot 
1880 F. 

Probable 
dniing 1881 F.' 

Won in 
prcviess 

Woik not 
commenced 

Total 

a 

0. 

Heferenco and remarks 






HH 


7 

8 

1 



10 

11 

12 

18 

— 



1 




Bs. 

Bb. 

Tls. 

Bs. 




20,729 

8,000 

0,282 

1 ••• 

1 

6,282 

371 

S.B’s. No. 2073, 7-3-21 

• • « 

0,000 

4,540 

1 

1,640 

372 

P.W.B. No. 996, 7-11-27 F. 

• ■ • 

4,000 

6,280 


6,280 

378 

Do 766, 19-9-27 P. 

■ • • 

2,020 

2,000 

• • • 

2,000 

674 

0. B’s. No, 827, 11-8-22. 


• • • 

17,102 


17,102 



• • • 

• • • 


1 

, Nil 

Nil 





• • • 

Nil 

Nil 





17,102 

... 

17,102 



• • • 

• 

1,96,904 

48,800 

2,89,204 



# « • 

• • • 

2,17,904 

46,096 

2,64,000 





• 





• • • 

• • « 

• •• 

• •• 

• • • 

6,000 

4,000 

6,000 

4,000 

376 

576 

C. B’s, No. 1847, 19-7-81 F. 
Do 2205, 20-10-81 F. 

• • « 

• •• 

• •• 

9,000 

«,000 





1 

1 

Nil 

Nil 



• •• 

««• 

1 

Nil 

Nil 




1 

1 

1 

201 

201 

677 


# • • 

• • • 


188 

188 

578 


• • • 

! • •• 


183 ' 

188 

379 





188 

188 

580 


• • • 

• •• 


194 

194 

381 


• • • 

• •• 

!!! 

46 

J6 

582 


• ■ • 

• •• 

1 

192 

192 

688 


• « • 

mmm 

1 

••• 1 

188 

188 

584 



• • • 


47 

47 

585 


• • A 

« • • 

— 


45 

46 

586 



• •• 

•*« 

1,466 

1,456 



• •• 

• •• 


NU 

Nil 


1 

*•* 

• •• 


Nil 

Nil 



••41 


•• • 

10,456 

10,466 




••• 

••• 1 

Nil 

Nil 


« 

mmm 

••• 


Nil 

Nn 
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P^RT II — BudLgel Estimate for 


I 

'I 


Locality (taluk) 




2 I 




39 

II 

91 




£ Ko<lanc»ai 


CD 




)1 

11 


19 

II 


I Shaihpai 

Yadesir 


& 

3 

I? 

s 

a 

c 


Name of work 


IRRIGATION WORKS CHARGEABLE TO REVENUE, 
(a) matk i’etstance and Repairs. 

(l) PEUIODIOAIi. 

Sayiotioned worhs. 


Tu'j‘4ir 

.... rlH? 

Kur\o> lutiiool 


... oSS 

Tortjolc tLoor tank ••• 


... oh\) 

TaclgiH larfifc tank 

Sliulip'ir 

... r,00 

Bonal Ui*«o tank 

Si^duiiL 

...1 501 

lawaiam Akkcxlamsi tank 

Kodan^ai 

... 502 

.Vmiotrt* mldy oheroo 

^1 

.... 54)» 

nalampot lank 


... 591 

IJO^^kcliiln tank 

ft 

... 505 

MaHaledll^p.lU> Dasai tank 


...1 500 

Vittalapar Amina chci )0 ... 


...' 507 

Tliihsanakad lart»o tank 


TiOH 

IjimipBuin io\ olhcrwoikb 


Total 


Amoani of 
estimate 


Be. 


Woi'Lb aivaifiHfj aanctioii. 


rm 

000 

601 

C02 

60 !! 


601 

605 

606 
607 
60.S 
606 
010 
611 
612 
01 a 

014 

015 
616 
017 
610 
619 


Aniuiupoor Pasiti cheioo ... 
Mau«lei*<4i Muzeiitl«‘i tank ... 
KnLihNar ivillni cliemo 
Wailm.illvlluKH lank 
^iiidluiiu Ooi I t ink 


(ti' Special. 
Sanvfiohed worls. 

ilUhsaiiiDooi tank 
SoU'C'd Ubainai la clitM o<> ... 
Ka&ii'cdd> tank, Kodangal... 
fiakraul ohuiito, Gokali)ahatud 
Rnilaiigal thooi tank 
Kalatalab, Kodan^.il 
AlallaioJ(l\ c’heiuu Alashrifa 
AliiKX)!' Ooia Ouiila 
Bakimpet lai’So tnnic 
Itlnlhuoi’ ku'gc tank 
An.iiithawui clunnu choi’oo 
Duulat ibaci iuTUe tank 
Amra’sati Keii'v, Yibabthalli villagu 
Guau tank, Alhpur 
Loliuyui' Ruzun ehcroo 
Doorayally lunio tank 


Tot..l 


I 


Total 


WorltH airaifing aanetion. 
Nil 


Total 


(in) Occasional. 


620 


Luiaybum 


Total 

Total ((?) Maintenance and Repairs ... 


950 

280 

800 

165 

194 

160 

150 

276 

12f 

165 

772 

8,906 


21 

BG 

68 

B6 

9H 


8,218 

5,000 

4,505 

8,210 

8,800 

4,901 

8,025 

8,180 

8,2ro 

8,886 

6,810 

9,490 

2,750 

3,106 

18,700 

4,916 


10,000 



Rories for the year 1882 Faeli. 


OUTIiAX 


Actuals 
to sad of 
1880 P. 


Probable 
during 1881 R 


Obant fob 1882 P. 

Work in 
progress 

Work not 
oommenoed 

Total 

9 

10 

11 




S04 G. E’s. No. 


88, SI4-10-21. 
1721, 15-6-22. 
128, 6-11-21. 

896, 28-12-21. 
777, 81-6-31 R 

712. 19- 2-22. 

710. 19- 2-22. 

661, 18 2-21. 

714, in-2-22. 

767, 4-8-22. 

108i, 8-4-22. 
1084, 8-4-22. 
2076, 12-10-81 P. 
2128, 14-10-81 R 
1938, 27-9-81 P. 
1044, 24-9-81 P. 




























Periodical Repairs Construction Original 
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Pabt II — Budget Estimate for 


Locality (taluk) 


Name of work 


Amount of 
estimate 


2 UamQATION WOEKS CHARGEABLE TO REVENUE. 
(h). CONBTHUCTION. 

OBIGINAIi. 

Santioned works. 


Kodangal 


§. •' 


Ohinolioli 

(> 

I ShaViyur 
Ypcigir 


SLahyui 

» 

Ko<lang.ijl 

Y.iilqir 


Notboor kotba and patha cberoo 
Agnoor reddy cberoo 
Oorn tank Kowdid 
Ainma cberoo Eblapnily ... 
Iln&snnabiid Tbour tank ... 
Erapina lla Dumraspct tank 
Citandravola Gam pal cberoo 
Pallw.ini Palail cberoo 
Pcdciiu amalu Peddit cbr roo 
Setti Kerry goati takib 
Mumispur Pannabbwar tank 


Works awaitina sanotion. 
Akkiilroddy tank, Nandever 
liAmlv.iiloor laiyo tank 
Suit) r Samuiidurani tank ... 

Aniaibagar tboom cberoo ... 

Buuclbali largo tank 


Total 


Total 


Total (6) Construotion 

'lotal 2 Irrigation Works Chaigoablo to Revenue (a) & (6) 

Total Gulbarga Uivision 

1 (a) IRRIGATION DEPARTMENT BUILDINGS. 
CONSTEUCTION. 

Sanctioned tooi Jcs. 


14,680 

8,675 

4,940 

4,685 

7,700 

80,900 

7,060 

8,276 

11,980 

6,640 

66,100 


7,426 

19,880 

19,690 

24,684 

12,126 


Raichnr 


TFo/As auaiting snnction. 

6.17 Inspection bungalow at Sindanur (Bennoor project) 

688 Do at MauM (Bennoor project) 

689 Do at Kataknoor 


Raichnr 


I Gangawathi 
Rtriobur 
Dcodrug 


1 PEBTODICAL EEPAIHS. 

I Sanctioned works. 

Di%i8ionaI Engineer’s Otlico, Raichnr 

Do Quartern, Eaiehur . , 

Inspection Bungalow at Erngua 
j Overseer's Quarters, at big Jintakal 
Sub-Divisional OlHcev’s ofiSce and Quartern! at Eaiehur 
Inspection Bungalow, Ramdmg 
Inspection Bungalow at Gallag 


Deodrug 


. ^ Works sawaiting anoHon. 

647 , Inspection Bungalow at Moraldini 


Total 


Total 


Totia 1 (o) Irrigation Department buildings 



Vorka for the year 1832 Fasli, 


Outlay 

GKANT FOB 1882 P. 










Actuals 
to end of 
1880 P. 

Probable 
daring 1881 F. 

Work in 
progress 

Work not 
ooinmenoed 

Total 

a 

a 

Beference and remarks 








7 

8 

9 

10 

11 

■ 

12 

18 

Bs. 

Bs. 

Bs. 

Bs. 

Bs. 




6,000 

8,000 


8,000 

621 

C. E*s. No. 664, 28-8-80 P. 

••• 

2,675 

6,000 


6,000 

622 

Do 296, 7-8-81 P. 

• •• 

1,940 

8,000 


8,000 

628 

Do 507, 24-1-22. 

»«• 

1,685 

8,000 


8,000 

624 

Do 605, 24-1-22, 


8,700 

4,000 


4,000 

625 

Do 656, 80-4-81 F. 

... 

6,000 

18,000 


18,000 

626 

H. E. H. 28th Bajab 1840 H. 

.*• 

2,060 

8,000 


6,000 

627 

0. E’s. No. 1998, 28-9-81 P. 

... 

2,276 

6,000 


6,000 

628 

Do 1002, 28-11-80 F. 


1,980 

1,600 


4,500 

629 

Do 1786, 16-9-81 P. 

... 

2,500 

4,000 


4,000 

680 

Do 660, 21-8-80 P. 

... 

99 9 

... 

*26,000 

26,000 

681 

P. D. No. 998, 19-10-81 P. 

... 

999 

54,500 

26,000 

79,500 






1 

1 


682 

Under disposal. 

... 

... 



10,000 

688 

684 

Do 

Do 






685 

Do 



% 

I 

1 


686 

Do 


... 

... 

10,000 

10,000 



... 

• • • 

64,600 

05,000 





• •• 

96,892 

52,652 

1,48,544 



• • • 

• •• 

96,802 

68,108 

1,59,000 



m 9m 



Nil 

Nil 

j 


9 99 

• •• 

... 

Nil 

Nil 





... 

1 16,000 

15,000 

i 

* 687 
688 

Under disposal. 

9 99 

... 

... 

7,000 

7,000 

689 

Do 

9 99 

* * • 


22,000 

22,000 






224 

221 

640 



999 

■ • • 

198 

198 

641 



999 


216 

216 

642 1 



999 

999 

90 

90 

648 



9 9 9 


162 

162 

644 


• •• 



216 

216 

646 


• •• 

999 

... 

171 

171 

646 


999 

99 9 

99 9 

1,272 

1,272 



999 

999 

mmm 

262 

262 

047 

Bs. 108 salary of watelunan at 
Bs. 9 per mensem. Bs. 144 
for Maintenance. 



*•* 

262 

262 


iftmm 


*99 

28,624 

28,624 



















































Maintenance and Repairs. Commnnications 


f 


oo 


Part II — Budget Estimate for 


Looalit} (tplnk) 


Name of work 


Amount of 
estimate 


1 («) ISEIQATION DEPARTMENT BUILDINGS. 
1 (b) Construction. 

Sanetiojied workt. 


Works awaiting sanction. 


Total ... 


Gonstmotion of Ginigira-Gangawathi road (Benoor Projeot). 

Total ... 

Total !(&} Oommanioations ... 


1,70,000 


Baiohar 

Gangawathi 


2 IRBIGATION WORKS CHARGEABLE TO REVENUE, 
(a) Maintenance and Beeaibs. 

(i) Periodical. 

Sanctioned works. 

649 Beeohal Channels 

650 Gangawathi Channels 

651 Lnmpsnm for other workb 


Man\i 

9 > 

Alnmpnr 

Raichur 


Works awaiting sanction. 


(ii) Special 
Sanctioned works. 

662 OoiakewT Karknnda 

668 Closing breach of Suriwor Desaikerry tank 

654 Bookapur large tank 

666 Narayon oheioo, Goovalinne 

666 Devar cheroo, Poganta 

667 Kaitoor oora oheroo 


Total 


Total 


8,620 

8,815 

6,958 

8,180 

10,000 

8,886 


Works awaiting sanation. 


(tii) Occasional 


658 Lampsnm ... 


Total 

Total (a) Maintenanoe and Repairs 



^orlts for the year 1382 FasU, 


OOTLAY 


Actuals 
to end of 
1880 F. 


GBAKX fob 1882 F. 


Probable 
during 1881 F. 

Work in 
progress 

Work not 
commenced 

Total 

8 

9 

10 I 

11 


Beferenoe and remarks 


Nil 

Nil 

NU 

Nil 

50,000 

60,000 

60,000 

50,000 

50,000 

50,000 


10,856 


10^866 


16,000 


E.’s No. 808, 14-8-22. 
Do 286, 28-11 -21. 

Do 184, 11-2-81 F. 

Do 178, 19-11-21 

Do 242. 26-2-81 F, 

Do 8209, 26-9-21 


16,000 


10,000 


10,000 


20,856 


10,000 668 
10,000 
86,866 


































DO 


Pabt II — Budget Estimate for 





Locality (talakj 

a 

§ 

Name of work 


a 



1 



Amount of 
estninate 


XiingsDgtir 

Baidhar 


Ganga'nathi 

Baiohar 

Khnstagi 

Deodrag 


Baiohar 

»• 

Manvi 

Gangawathi 

li 

Deodrag 

Sf 

Manvi 


Gangawathi 


Andole 

Boden 


3 

M 

S I Medak 

I 

»t 


2 IREIQATION WORKS CHARGEABLE TO REVENUE 
(ft) CONSTRUCTION 
Obigival 
Semetioned works. 

Oowderkerry Madbal 

Hercakerry Eral Baoda ... ... 

Edalapar Desaikerry tank 
Baswankerry Pothagal tank 
Goovaldini Erradodi tank 
Soolaikal Kempkerry 
Herrakerry Gannoor 
Mann Itagi tank 
Moorakerry Chinoherki tank 
Yatgal tank, Chekuri 
Yellamma Devorkerry Soolaigood tank 


Works awaiting sanction. 

Shawkwadi tank 
Devasounta JoolingU'a 
Ghendapankerry Goovaldaini 
Heerakerry Ingaldinni 
Heerakerry Emingooda 
Wadlankerry Wandli 
Shankcsharhall tank ... • 

Annandogal tank 
Bajoli tank 
Naralkal tank 
Gnwderkerry Soolaikerry ... 


Total 


Total .. 


Total (ft) Constraotion 

Total 2-Irrigation -irorks chargeable to Bevenne (a) ds (ft) 

Total Baiohar Division 

1 (a) IRRIGATION DEPARTMENT BUILDINGS. 

I CONSTBUCTION. 

Sanctioned works. 

681 2nd olass Inspection Bungalow at Devnur 

682 Do Bomandurpally 


WbrA’s awaiting sancHoti. 
Nil 


Total 


Yellai'eddy 


Total ... 

PBRIODICACi Bbpaibs. 

Sanctioned works. j 

1st class Inspection Bangalow at Pocbaram 
Establishment for the above 
2nd class Inspection Bangalow Akkannapet 
Esttiblishmcnt for the above 
2nd cl^s Inspection Bungalow, Nagareddy 
Establishment fur the above 

Doable watchman’s quarters at Jalalpnr !! 

Single watchman’s qaarters at Nagareddipettand Nitoham 
pett 


8,940 

10,910 

7,780 

8,770 

14,026 

8,206 

4,860 

8,180 

6,788 

6,000 

8,610 


6,894 

10,700 

6,600 

6,860 

6,848 

9,900 

9,868 

21,000 

4,420 

12,160 

6,000 


9,080 

8,830 


Works awaiting sanction. 
NU 


Total 


Total .. 


Total 1 (a) Irrigation Xleportment Bnildings ... 


^orhsfof the yeat 1832 F&sU. 



18,42B 






1 


Past 


II — Budget Eatimate for 


rd 

A 

Division 

Loeahty (talnk) 

' 



Item number 

Name of work 

Amount of 
estimate 


2 

8 

4 

5 

6 





1 (a) lEEIGATION DEPARTMENT BUILDINGS. 

Bs 


-g 



1 (b) COMMUNIOAXIONB. 



o 

? 



Sanctioned works. 



(£ 

Medak 

688 

Metalling Howsalpally-Yellareddy road ... 

1,12.84.0 

1 

§ 

*s 

Yellareddy 

689 

Gonstmoting Yellarcddy-Banswada road 

1,00,810 

i 

§ 

'S 



Total ... 

• •4 

1 

h 



Works awaiting sanefion. 


a 

,£3 





O 

O 

dS 

s 

1) 

690 

Gonstmoting a bridge across the river Manjira 

8,60,000 


1 



Total ... 

*v* 


1 



Total 1 (6) Communioations 

• •• 





Total Mahababnaher Extension Project 






1 (a) IRRIGATION DEPARTMENT BUILDINGS. 






GoNSTEuonoKr. 






Sanctioned works. 






Nil 






• •• 

• 

••• 





Total ... 

••• 





WorJis awaiting sanction. 


§ 

*43 

o 

'S 

*1 

Nirmal 

691 

Divisional Engineer's office and quarters at Nirmal 

20,952 

1 

s 




Total ... 

• •• 

s 




Pebiodical Repaibb. 






Sanetioned works. 




Ninoal 

692 

Divisional Engineer’s Office at Nirmal 

75 



It 

698 

Sub-Overseer’s quarters at Nirmal J, ’ 

24 



II 

694 

Inspection Bungalow, Banglapett 

159 

QQ 


11 

695 

Do Jowly 

159 

1 1 


II 

696 

Do Lazmanchanda 

159 

1 


II 

697 

Do Nuldnrthy 

204 

ffi 


: Adilabad 

698 

Assistant Engineer’s quarters 

68 

*3 

n 


Lnxettipett 

699 

Taluk Officer’s quarters *” 

44 

U 


II 

700 

Sub-Overseer’s quarters 

24 

o 


Ghennoor 

701 

Taluq Officer’s quarters, Ghennoor 

44 

1 


II 

702 

Sub-Ovei'seer’s quarters do *” 

24 

(X> 


Asifabad 

106 

1st class Inspection Bungalow at Tandur 

204 





Total ... 

••• 





Works awaiing sanefion. 




Niimal 

704 

Sub-Divisional officer’s office and quarters, at Nirmal 

- 210 



«» 

706 

Taluq officer's quarters, Nirmal 

44 



Utnoor 

706 

Inspection Bungidow, Utnoor 

204 



Bajnra 

707 

Do Itojnra 

204 



Sirpnr 

708 

Taluq Officer’s quarters, Sirpnr 

44 



II 

709 

Sub-Overseer’s quarters, Sirpur 

24 

I 


> i 

i 


Total ... 


1 

S 




__ Total 1 (o) Irrigation Department Buildings ... 

*** 

1 




1 (b) GoKKinnoAxioiirB 


a 

i 




NU 

••• 





Total 1 (b) OommunioatTons ... 

••• 

^ ■ — - — 1 








wtyor neaa — u az — xrngtbuuu. 


Works for the year 1382 Fasli, 


Oua?iiAx 


Gbant fob 1882 F, 


Aotunls 
to ead of 
1880 F. 


Probable 
daring 1881 F. 


Work m 
progress 




60,000 688 I G. B.’s. No. 675 18'5-81 F. 

60,000 689 Do No. 2278 24-10-81 F 

1,00,000 


60.000 690 Under disposal 

50.000 

I 

1,60,000 I 

1,63,428 I 



10,000 I 691 I Under disposal. 


00 


24 

700 

44 

701 

24 

702 

204 

708 




704 


706 

780 

706 


707 


708 


709 

780 

1 


11,918 


mi 


m 

































Maintenance and Bepairs. m | Dead 


Part II. — Bitdget Estimate for 



Nirmal 


2 IJOIEEGATION WOBKS CHARGEABLE TO REVENUE, 
(a) Mainienanoe and Bbpaies. 

(z) P&BlODIOAIi. 

Sanctioned works. 

. 710 Jowly Nallah piojeot 

711 Bajura Govind cheroo 
. 712 ChoUampett projeob 

I 713 Lampsum foe other works 


Total ... 


Wb;A8 awaiting sanction. 
714 Lampsum for qaadrennial i-epoirs 


in) SpECUIu 
Sanctioned works. 


Total .. 


Total 


Works awaiting sanction. 


Niimal 


.. 716 Boconstiucting, slaioc No. I of Boregaon tank (Jowly 

Nallah project) 


Total ... 


iiii) Occasional. 


716 Luinpsnm 


Total .... 

Total (,o) Maintenance and Bepairs ... 


20,000 


Nirmal 

... 717 

Luxdttipet 

... 718 

... 719 

Chonnoor 

... 720 

92 

... 721 

Sirpur 

...1 722 


Nirmal 


Utnoor 


[C) COASTECUTION. 

ORIGINAL,. 
Sanctioned works. 


Jaramorc tank 
Jvibtarowpolt tank 
Ltoal large tank 
Iviintuim petti t.>nk 
Sakap<Uly oora cheroo 
I Edula oberoo, Lonavally 


Works awaiting sanction. 

Baday Eandly Improvements to tanks 
Dongaon projoct 
Banglaiiett project 
Kowtla podda cheroo 
Improements to Siddam coonta 
I Ellapally Thomal cheroo ... 

I Dantanpaily tank 
I Bivsaipett project 
Utnoor lower project 
Utnoor upper project 
Uaipet projoct 


Total 


10,290 

16,090 

18,640 

14,280 

9,990 

9,892 


8,866 

82,726 

81,140 

14,771 

16,680 

16,180 

17,864 

62,214 

48.880 

49.880 
1,16,429 






wksfor the year 1882 Faeli, 


— , 

OUTI1A.Y I 


Probable 
dariug 1881 F. 


GBANX fob 1882 F. 



Work in 
progress 

Work not 
ooinmenaed 

9 

10 


1 

1,700 

876 

226 

4,646 

i 

6,946 

1 

1 

... J 

8,126 

1 

1 

8,126 


8,798 

10,090 

8,840 

9,280 

4,990 

C,892 




1 

1 


2,678 
















Adilabad Division 


Locality (tnluk) 


8 


Luzettipet 

II 

Chennoor 

Luxettipet 

CheDnoor 

Bajura 

Asifabad 


64 


Part Tl— Budget Estimate for 


Item number > 

1 

Name of 'n'ork 

Amount of 
estimate 

1 

4 

6 

6 

784 

2 lERIGATION WORKS CHARGEABLE 

TO REVENGE. 

(6) 0ON8TBIIOTION. 

ObIGIRAIi. 

Works awaiting sa/tusHon — (coutd) 

Goddipett oMnna and pedda oheroo 

26,849 

786 

Madhapor Ghintal oheroo 

12,626 

786 

Elkal oora oheroo 

17,278 

787 

Hanumanthpally tank 

8,808 

788 

Pookoor large tank 

16,624 

789 

Rayappa Vemanpally tank 

40,000 

740 

Rajnra tank 

19,762 

741 

Tandor Rangasamndaram tank 

10,176 


Total ... 

• ■t 


Total (b) Constrootion ... 

• •• 


Total 2 Irrigation works ohargeable to Revenue (a) & (b)... 

• e« 


Total Adilabad Division ... 

• •• 


Total works of all Divisions ... 

• •• 

742 

LUMPSUM PROVISION FOE ALL DIVISIONS. 

(a) MAmTENAKOB & RBFAIBB. 

(iii) Occasional. 

Lumpsum for emergent repairs to tanks by Revenue 



Department 

• •• 

748 

(b) OONBTBUOTION. 

Lumpsum for Preliminary Surveys 

• t* 

744 

Bessrvei, 

Lumpsum for unforeseen works 


746 

Do for incomplete works 

• •• 

746 

Do for Tank Restoration works ... 

• •• 


Total ... 



Grand Total ... 



DedtMSt*— provision for Adilabad Division transferred to 
Development Department ... 

• >« 


Net for works under Major Head‘G«82-~Irrigation ... 

• •• 



I 


00 


auyor iieaa'~-u OiS'~*j.ms*uvu* 


! Tories for the year 1882 FaeU, 


Odtlay 

GOiililX FOB 1882 F. 

8 

Beferanoe and remarks 

Auofcuals 
to end of 
1880 F. 

Probable 
doring 1881 F. 

Work in 
progress 

Work not 
oommenoed 

Total 

i 

Q 

I 

7 

8 

9 

10 


12 

18 


* 







• *a 

• •• 

[• 97,052 

97,052 

784 

Under dispobal. 

• P • 


• •• 



785 

Do 


. 

• •• 



786 

Do 

• • • 


• •• 



787 

Do 



• •• 



788 

Do 



• • • 



789 

Do 



• «« 



740 

Do 

• mm 


• •• 



741 

Do 

• •• 

... 


97,052 

97,052 



• •• 

••• 

48,890 

97,062 

1,40,442 




... 

18,890 

1,84,697 

1,78,087 



• • • 

• • • 

48,890 

1,46,610 

1,90,000 



• •• 

mmm 

10,96,219 

9,92.209 

20,88,428 



••• 





1 

/ 


• •• 


• ■ • 

80,000 

80,000 

1 

742 


• m 

1 

1 


50,299 

+ 50,299 

1 

1 

748 

* Inclndps Bs. 17,500 for 






1 

Dennoor Surveys. 

mtm 

••• 


80,000 

80,000 

741 1 


• •• 

1 ••• 

25,000 


25,000 

715 


• • • 

••• 


8,00,000 

8,00,000 

746 , 



1 

25,000 

8,30,000 

dyr^i^yOOO 

I 


• • • 

»• * 

11,21,219 

14,02.608 

26,28,727 

1 


*•* 

i 

I 

48^390 

2,46,610 

i 

l,90fi00 

.. - -1 

I 


... 

I 

1 

I 

10,77,829 

12,55,898 

28,88,727 1 





























66 


Major Head— 6 32-— Irrigation. 

Details of the Budget Estimate for Tools and Plant for the year 1832 F. 

Pabt 111. 


Partiioalars 


Actaals — 
1880 TP. 


Bodget Estimate 


1881 F. 


1888 F. 



Budget Estimate for Reserves for the year 1382 F, 

Pabt IV. • 


Fartioalars 


Bndget Estimate 


1881 P. 


1882 P. 



Budget Estimate for Suspense stock for the year 1882 F. 

Pabt V. 



Aotaals 
1880 F. 


Budget Estimate 


1881 F. 1888 F. 














Majoi> Head— G 32 — if>i»i£{atioti. 

STATEMENT SHOWING THE DISTRIBUTION OF GRANTS FOR 
WORKS ARRANGED BY DIVISIONS FOR THE YEAR 1382 F. 



68 Major Head G. 82 — 

H. B. H. THE NIZAM’S 
Statement showing the DisiinbuMon of Grants for Worles arranged 


Nambs op 


Particalars of olassifioation 


1 I 

1 

Nizamabad and 






*3 

a 

1 

Nanded 



1 § 



S' 

1 

§ 

H 

a 

‘1 


na 

m 

Si 

1 

0 

43 

•2 


a 

55 


il 


o 

d 

1 

2 

8 

4 


6 

7 

8 ! 

9 

1. a. Irrigatioa Depb. Buildingp — j 

! 




! 


1 


L Conatruotion. ' 






22.000 

1 


Sanotioned 

27,760 


4,200 

22,670 

8,000 

9,000 


Awaiting sanction ...| 

10,000 

8,866 

• •• 


12,000 

2,000 

1 

22,000 

iL Periodical Repairs 




796 

' 1,466 


Sanctioned ...I 

2,628 

1,979 

1,771 

505 

1,160 

1.272 

Awaiting sanction ... 
Total 1. £7. Irrigation Depart -| 

813 

896 

— 

... 

... 

... 

1 

262 

41,114 

6,741 

6,971 

28,076 

16,160 

24.796 

10,466 

28,624 

ment Buildings 

1. b> Communications 









Sanotioned ...| 

60,000 1 

• • • 

... 


• •• 

... 

... 


Awaiting banotion . .| 

1 

••• 1 

... 

... 


... 

— ^ 

1 

1 * i 

60,000 

Total 1. b Communications ... 

60,000 

... 

... 

... 

... 

... 


60,000 

2. Irrigation works chargeable 

1 



• 





to Revenue : — 

1 

1 

1 



1 

1 


(a) Maintenance and Repairs 






1 



i. Penodical. 

Sanctioned 

46,177 1 

86,964 

29,447 

f Niz. 80,847 

1 Nan. 2,276 

81,201 

1 

19,449 

7,898 

10,866 

Awaiting sanction ... 
iU Special . 

... 1 

• •• 

... 


[ *** 

1 


269 

41,892 

1 

16,000 

Sanotioned 

81,987 1 

16,809 1 

6,000 

2,812 

44,000 

1,89,802 

Awaiting sanction ... 

... 1 

... 


r Niz. 4, COO 

1. Nan. 6,474 
f Niz. 10,000 

1 Nan. 5, COO 

10,149 

2,861 


... 

UL Occasional. i 

Sanctioned ...' 

16,000 

16,000 

15,000 

16,000 

10,000 

10,000 

10,000 

Awaiting banction ... 



1 ... 

• • • 

1 

... 

... 

• •• 

Emergent repaii*s to tanks hy 


1 

I 



1 



Revenae Department 

' 

1 

... 

• • • 

... 

... 

... 

1 

Totall(o) Maintenance cm Repairs. 

98,164 

66,768 ^ 

1 

49,447 

1 


1,00,860 

2,22,102 

59,044 

86,866 

(&) Construction. 








■ 

Preliminary Surveys 

... 1 

1 

... 

... 

... 

... 

... 

... 

Sanctioned 

1,68,928 1 

|1.76,087 

Il, 04,968 

f Niz. 1,05,160 

1 Nan. 8,220 
/ Niz. 6,890 

1 Non. 6,767 

41,600 

17.102 

79,600 

48,800 

Awaiting san otion 

7,709 

3,409 

10,614 

10,000 

... 

10,000 

10,820 

Total (b) Oonstr'iction ... 

1,66,722 

1,78,496 

1,16,682 

1,21.017 

61,500 

17,102 

69,500 

64,620 

Total (2) IiTigation Works ehaige- 








1,65,029 






able to Revenue 

2,69,886 

2.46,269 j 

1,81,925 

1,61,860 

2,89,204 

i 

148,544 

91,476 

Reserves. 









Iiumpsum for unforeseen works. 


• •• 


• •• 

• •• 

... 

• • • 

««« 

Do incomplete works. 

Do Tank Restoration 



... 

• • • 

... 

... 

1 

■ • • 

• * • 

works 

« « • 

... 

... j 

• • s 

... 


« • • 

... 

Total tox each Divisioo ... 

8,61,000 

2,62,000 

1,71.000 

2,06/K)0 

1/18,000 

2,64.000 

1.59,000 

1,66,000 

anoont tvanafetred to 









Dapartmoat ... 

• «* 

• «» 

... 



— 

... 

.«* 

ul.. .IV... 

Not ... 


2,62/100 

1,71,000 

2,06.000 


iSESl 

im 


mm 








































PUBLIC WORKS DEPARTMENT. 
^ Divisiona for the year 1882 F, 


DIVISIONS 


rS 





— ^ 
|g 
^Is, 

Ip 

IIS 

|ii 

1 

1 

B 

.3 

o 

o 

M 

•i 

•p 

a.s 

Is 

P 

1 

09 

iH 

1 

1 

SUMMABT OF BUDGET ALLOTMENT. 




Deduct 

amount 


10 

11 

1 1 

18 , 

14 




12,000 

1,428 




1,00,620 

60,866 

14,068 

2,719 

Partiiculars 

AOuai 

allotment 

urauBierreci 
to Develop- 
ment De- 
pai*tmeiit 

Btilarce 

1 

1 


... 

1. Salaries, allowances andj 

Contingencies : — ' 

A. Chief Engineer & 1 


1,24,820 
1.67.740 _ 

18,428 

11,918 

1,77,168 

... 

1.77,168 

B. Superintending Engi*. 
6. Executive Engineer & 
Staff:— 

(а) Permanent 

i. Constmotion 
ti. Tank Bessoration 
Scheme .. ; 

(б) Temporary : — 

}. Famine Program- 
me Survey Party . 

1,67,740 

1 

1 

1,00,000 

60,000 

... 

1,60,000 

1,00,000 

• • • 

1,60,000 

1,00,000 

8,80,697 

88,249 

7,92,448 

1,60,000 


2,60,000 

«•« 

2,60,000 

1,10,918 

9,H84 

1,01,079 




i 


66,000 1 

1 ... 

65,000 


6,946 

8,126 

2,378 ' 

» 

20,000 1 

... 1 

2,20,546 

8,886 

.8,46,802 

26,047 

1,26,000 


2,20,.> 16 

8,886 

8,46,802 

26,047 

l,2.'i,000 

• •• 

^ Eixecntivo TUngineei's 
and Staff 

(1) Sitlaiies, allowances & 
Contingencieb 

10,66,610 1 

1 98,088 

9,68.627 

« «• 


18,89,170 

98,088 

12,41,087 

• • • 

• • » 

• •• 


Add — grant for works (1 to 4) 
ais per column 14 

5. Tools and Plant. •• 

6. Sii8])ense stock 
Bounding and lapsob... 

26,28,727 

70,000 

... 

1H6 

1,90,000 

• •• 

28,88,727 

70,000 

186 


• * • 

• •• 

Grand Total ... 

l 

89,88,088 

2,88,088 ' 

•86,46,000 


1 


80,000 

80,000 






87,(545 

7,20,279 

80,000 

7,66,279 

* The total grant tor Major Head — G 82. — Irrigation Is 
shewn as ^8*95 lacs on pp. 57 ol the Stale Budget for 1882 R, 

1 

48,890 

7,72,640 

50,299 

1 60,290 

7,72,640 

but in view ot the ti«inbfer of 2'50 lacs irom Masor llotul — 81, 
“Buildings and CoiinniinjcMtious” to Major Head G. S2-Irrigation 
the Qgiue sttiuds laised to 80*45 lacs vide F. D No. 6275 0/24 
10-1922. 

... 

97,062 

1,62,841 

... 

1,62,841 





• •• 

1,40,442 

9,8 1,081 

60,299 

9,85,280 





mmm 

1,78,087 

16,61,260 

80,299 

17,41,669 






... 

1 

80,000 

26,000 

80,000 

26,000 





1 

• «# 

... 

mm m 


8,00,000 





1,68,428 

1,90,000 

20,88,428 

4,86,299 

26,28,727 






i^tObo 

1,90,000 

««« 

l,00j000 





1,88,428 

... 

18,98,428 

4,86,299 

28,88,727 








^ Includes Rs. 17«600 for BMmour Sarvesn. 





























Serial No. 


H. E. H. THE NIZAM’S 
Budget Estimate of Expenditwre on Irrigation ivorhs 


Division 


Name of Projeoli 


Amoontof 


8.— REVENUE ACCOUNT, IRRIGATION WORKS 
“CHARGEABLE TO CAPITAL” 

(a ) — Maintemnee of Irrigation works. 

Nil 

(6 ) — Interest on Capitol east. 

Nil 


Bs. 




1 


1.— CONSTRUCTION OP IRRIGATION WORKS 
“CHARGEABLE TO CAPITAL” 


Preliminaiy Surveys 


Total ... 


Saaietiomd. 


2 


Medak 


8 


Warongal 


4 


Medak 


Waiaosal 


Nalgonda 


Mahaboobnahix Extension Project : — 

1 Works (inolarling Snpplemental Estimate for Rs. 2,08,705 ... 

2 Establishment (inoludmg Medical Establishment & Sanitation) 


8 Tools and plant ... • 

• •• 

• • • 

4 Indirect cWges ... ^ 


• • • 

Deduct —value of stock ... 

• •• 

• • • 

Total ... 

Wyia Project : — 

1 Works 



Establishment 



8 Tools and plant 



4 Compensation 

• •• 

... 


26,64,197 

2,68,906 

1,15,000 

8,67,781 

62JL79 


(a) 88,48.706 


20,82,600 

2,07,600 

86,000 

1,66,000 


Rojenpalli Reseivoir Project: — 

1 Works 

2 Establishment 

8 Tools and plant 
4 Compensation 


Total 


24,90,000 


2,66,600 

7,600 

10,000 


Awaiting sanction. 


Total 


2,88,000 


Polau* Project : — 

1 Works 

2 Establishment 
8 Tools and plant 
4 Compensation 


Pendlipakla Project : — 

1 Works 

2 Establishment 
8 Tools and plant 
4 Compensation 


• •• 




• •• 


Total 


17,88,720 

1,74,600 

87,600 

2,04,280 


22,00,000 


6,49y000, 


Total *. 


1^; 

•—* 

6,60)000 







